FEDERAL 
REGISTER 


VOLUME 32 + NUMBER 250 
Thursday, December 28; 1967 + Washington, D.C. 


Pages 20833209455: 


OF MICHIGA 


JAN 4 1968 


Commodity Credit Corporation 
Consumer and Marketing 
Credit Administra‘ 


Cc 
Federal Highway Administration 
Federal Home Loan Bank Board 

Commission 


Federal Trade Commission 
Fish and Wildlife Service 
Indian Claims Commission 


United States Arms Control and 
Disarmament Agency 


Detailed list of Contents appears inside. 





5-Y ear Compilations of Presidential Documents 


Supplements to Title 3 
of the 


Code of Federal Regulations 


The Supplements to Title 3 of the Code 
of Federal Regulations contain the full text 
of proclamations, Executive orders, reor- 
ganization plans, trade agreement letters, 
and certain administrative orders issued by 


1938-1943 Compilation* 
1943-1948 Compilation—$7.00 


the President and published in the Federal 
Register during the period June 2, 1938- 
December 31, 1963. Tabular finding aids 
and subject indexes are included. The in- 
dividual volumes are priced as, follows: 


1949-1953 Compilation—$7.00 
1954-1958 Compilation—$4.00 


1959-1963 Compilation—$6.00 


Compiled by Office of the Federal Register, National Archives and Records Srvice, General 
Services Administration 


Order from Superintendent of Documents, U.S. Government Printing Office 
Washington, D.C. 20402 


* Temporarily out of print 


et 
Published daily, Tuesday through Saturday (no publication on Sundays, Mondays, or 
FEDE RE | TER on the day after an official Federal holiday), by the Office of the Federal Register, National 
% 
*e unres - 


962-8636 Archives and Records Service, General Services Administration (mail address National 
Phone Archives Building, Washington, D.C. 20408), pursuant to the authority contained in the 
Federal Register Act, approved July 26, 1935 (49 Stat. 500, as amended; 44 U.S.C., Ch. 8B), under regulations prescribed by the Admin- 
istrative Committee of the Federal Register, approved by the President (1 CFR Ch.I). Distribution is made only by the Superintendent 
of Documents, U.S. Government Printing Office, Washington, D.C. 20402. 

_ ‘The Frepeaat Recister will be furnished by mail to subscribers, free of postage, for $1.50 per month or $15 per year, payable in 
advance. The charge for individual copies varies in proportion to the size of the issue (15 cents for the first 80 pages and 5 cents for 
each additional group of 40 pages, as actually bound). Remit check or money order, made payable to the Superintendent of Documents, 
U.S. Government Printing Office, Washington, D.C. 20402. 

The regulatory material appearing herein is keyed to the Copz or FrperAL REGULATIONS, which is published, under 50 titles, pur- 
suant to section 11 of the Federal Register Act, as amended. The Cope or Federal Recuiations. is sold by the Superintendent of 
Documents. Prices of books and pocket supplements are listed in the first FepErRAL RecisTer issue of each month. 

There are no restrictions on the republication of material appearing in the FreprraL Recister or the Cope OF FEDERAL REGULATIONS. 





AGRICULTURAL RESEARCH 
SERVICE 
Rules and Requlations 


Accredited veterinarians; stand- 
ards & wes of practice 


AGRICULiU:.AL STABILIZATION 
AND CONSERVATION SERV- 
ICE 


Rules and Regulations 


Upland cotton; acreage allotments 
for 1966 and subsequent crops; 
miscellaneous amendments__.. 20838 


Notices 


Texas; authorization for grazing 
and harvesting of hay on di- 
verted acreage in desi 


AGRICULTURE DEPARTMENT 


See also Agricultural Research 
Service; Agricultural Stabiliza- 
tion and Conservation Service; 
Commodity Credit Corporation; 
Consumer and Marketing Serv- 
ice. 


Notices 


Georgia and North Carolina; des- 
ignation of areas for emer- 


ATOMIC ENERGY COMMISSION 
Proposed Rule Making 

Restricted data 

Notices 

Safe ines application for facil- 


CIVIL AERONAUTICS BOARD 


Proposed Rule Making 


Uniform system of accounts and 
reports for certified air carriers; 
identification of non-depreciable 
overhaul values 


Notices 


Sudflug, Suddeutsche Fluggesell- 
schaft mbH; indefinite post- 
ponement of prehearing con- 


CIVIL SERVICE COMMISSION 


Rules and Regulations 


Excepted service; miscellaneous 
amendments; correction 


COMMERCE DEPARTMENT 


Rules and Regulations 
War risk insurance; cross refer- 


Contents | 


COMMODITY CREDIT 
CORPORATION 
Rules and Regulations 
— storage facilities; 


New Mexico; declaration of acute 
distress area for purpose of do- 


nating feed to needy Indian 
livestockmen 


CONSUMER AND MARKETING 
SERVICE 


Rules and Regulations 


General regulations and policies; 
commodity distribution; obliga- 
tions of distributing agencies---_ 

Milled rice; moisture content___-_ 

Oranges, Navel, in Arizona and 
California; handling limitation_ 

Proposed Rule Making 


Florida oranges and tangelos; 
standards for grades 


FARM CREDIT ADMINISTRATION 


Rules and Regulations 


Banks for cooperatives; miscel- 
laneous amendments 


FEDERAL AVIATION 
ADMINISTRATION 


Rules and Regulations 


Airworthiness directives; 
Model PA 32-300 airplanes 
Transition area; designation. 
War risk insurance 
. 


FEDERAL COMMUNICATIONS 
COMMISSION 

Rules and Regulations 

Organization; rules of practice... 20859 

Proposed Rule Making 


Domestic public point-to-point 
microwave radio services; in- 
crease of maximum radio chan- 


Standard broadcast stations op- 
erated by remote control 
Notices 
Hearings, etc.: 
American Telephone and Tele- 
graph Co., and Western Union 


Blancett Broadcasting Co., and 
Breckinridge Broadcasting 


General Electric Cablevision 
Corp 
KCLIL, Inc., and La-Terr Broad- 


Lebanon Broadcasting Co., and 
Risner Broadcasting, Inc... 
Little Dixie Radio, Inc., et al___ 
Muniz, Lucas Tomas and Areci- 
bo Broadcasting Corp., Inc._- 
Outer Banks Radio Co., et al___ 


FEDERAL HIGHWAY 
ADMINISTRATION 


Proposed Rule Making 
Federal motor vehicle safety 


FEDERAL HOME LOAN BANK 
BOARD 


Rules and Regulations 


Statements of policy: 
Advances 
Advances for purchase of loans 


and participation interests in 
loans 


FEDERAL MARITIME 
- COMMISSION 


Notices 


Agreements filed for approval: 
A/B Atlanttrafik (Atlanttrafik 
Express Service) and Sea- 
Land Service, Inc 
Seatrain Lines, Inc., and Sea- 
way Lines, Inc. (2 docu- 


FEDERAL TRADE COMMISSION 


Rules and Regulations 
Imported wool products 


FISH AND WILDLIFE SERVICE 
Rules and Regulations 


Public access, use, and recreation: 
Bombay Hook National Wildlife 


Great Swamp National Wildlife 
Refuge, N.J ; 
Iroquois National Wildlife Ref- 
Si sncsthnsi ih Nines ceatitenench 20862 
Sport fishing; Iroquois National 
Wildlife Refuge, N-Y.....-.- 20863 


Notices 


Snake Creek National Wildlife 
Refuge, N. Dak.; change of 


INDIAN CLAIMS COMMISSION 
Rules and Regulations 
Standards of conduct 


(Continued on next page) 
20835 





20836 


INTERIOR DEPARTMENT 


See also Fish and Wildlife Serv- 
ice; Land Management Bureau. 


Notices 
Statements of changes in finan- 


INTERSTATE COMMERCE 
COMMISSION 
Rules and Regulations 


Car service: 
Chicago, eT & Quincy 
Railroad C 


Proposed Rule Making 
St. Louis, Mo.-East St. Louis, Il. 


commercial zone; redefinition © 


Notices 
Chicago, Burlington and Quincy 
Railroad 


Co.; rerouting or di- . 


version of traffic 


CONTENTS 


Motor carrier: 
— route deviation no- 


Dp 
Broker, water carrier and 
freight forwarder applica- 
20904 
Intrastate applications 
Temporary authority applica- 


Transfer proceedings 
San Francisco Movers Tariff Bu- 


LABOR DEPARTMENT 

Rules and Regulations 

Examination and copying of docu- 
ments; procedure for disclo- 


LAND MANAGEMENT BUREAU 
Notices 
Colorado; termination of classifi- 


20888 


List of CFR Parts Affected. 


(Codification Guide) 
The following numerical guide is a list of the parts of each title of the Code of Federal Regulations affected by 


Idaho; opening of public land___. 20887 
Nevada; notice of public sale of 


Proposed classification of lands_ 
Outer continental shelf off Cali- 
fornia; oil and gas lease sale____ 


TREASURY DEPARTMENT 
Notices 
Executive Assignment Board; es- 


TRANSPORTATION DEPARTMENT 


See Federal Aviation Administra- 
tion; Federal Highway Adminis- 
tration. 


UNITED STATES ARMS CONTROL 
AND DISARMAMENT AGENCY 

Notices 

Public Affairs Adviser; notice of 


documents published in today’s issue. A cumulative list of parts affected, covering the current month to date, 
appears at the end of each issue beginning with the second issue of the month. 

A cumulative guide is published separately at the end of each month. The guide lists the parts and sections 
affected by documents published since January 1, 1967, and specifies how they are affected. 


5 CFR 


12 CFR 


PROPOSED RULES: 
338 22 225t Buick ewiinentatsg modell 20865 


25 CFR 


1033 (3 documents) 


PROPOSED RULES: 





Rules and Regulations 


Title 5— ADMINISTRATIVE 
PERSONNEL 


Chapter I—Civil Service Commission 
PART 213—EXCEPTED SERVICE 
Miscellaneous Amendments 


Correction 


In F.R. Doc. 67-14794, appearing at 
page 20627 of the issue for Thursday, 
December 21, 1967, in the amendatory 
language for § 213.3305(a) , following the 
reference to “(23)” the reference should 
read “(24)” instead of “(14)”. 


Title 7—AGRICULTURE 


Chapter I—Consumer and Marketing 
Service (Standards, Inspections, 
Marketing Practices), Department 
of Agriculture 


PART 68—REGULATIONS AND 
STANDARDS FOR INSPECTION AND 
CERTIFICATION OF CERTAIN AGRI- 
CULTURAL COMMODITIES AND 
PRODUCTS THEREOF 


Moisture Content of Milled Rice 


On October 20, 1967, a document con- 
taining a revision of the U.S. Standards 
for Milled Rice (7 CFR 68.301 et seq.) 
was published in the FeperaL REGISTER 
(32 F.R. -14637). The revision was pro- 
mulgated to become effective January 1, 
1968, pursuant to the authority contained 
in sections 203 and 205 of the Agricul- 
tural Marketing Act of 1946, 60 Stat. 1087 
ae as amended (7 U.S.C. 1622 and 

> 

Sections 68.328, 68.329, 68.330, and 
68.331 of the revised provide 
that milled rice which contains more 
than 14 percent of moisture shall be 
graded U.S. Sample Grade. Under the 
present standards, milled rice which con- 
tains more than 15 percent of moisture 
is graded U.S. Sample Grade. ‘ 

Prior to the publication of the revision 
of the rice standards there was published 
a notice of proposed rule making (32 F.R. 
8004) regarding the proposed revisions. 
The proposed reduction of the moisture 
content in the numerical grades of milled 

‘rice from the present 15 percent to 14 
percent received a substantial amount 
of adverse comment. The opposition 
Claimed that it would not be practical to 
make such a change since the removal of 
the hull in the milling process would 
raise the moisture level of the milled rice 
by about 1 percent. The available scien- 


tific data indicates that a 15 percent 
moisture limit in the milled rice stand- 
ards is too high to assure safe transit of 
export shipments during the hot months 
of the year. 

Data obtained on the moisture content 
of rice inspected during fiscal year 1967 
showed that less than 2 percent of the 
milled rice had a moisture content in 
excess of 14 percent. In view of this and 
the theoretical safe moisture limit for 
milled rice storage and transport, it was 
deemed desirable to set the limit for 
moisture in the numerical grades of 
milled rice at 14 percent. However, the 
rice trade in California objected because 
almost 9 percent of the milled rice in- 
spected in that State had a moisture 
content in excess of 14 percent. 

The trade has commented that since 
the effective date for the revised stand- 
ards occurs after the 1967 crop of rough 
rice has already been harvested, it will 
be impractical to require a limit of 14 
percent moisture for this crop of milled 
rice. They also claim that they have re- 
ceived no complaints on spoilage of rice 
due to high moisture. Opinion was also 
expressed that the present limit of 15 
percent moisture has been satisfactory 
and to lower the limit would cause a 
hardship on the trade. 

The USDA therefore decided to review 
and study for at least 1 year the moisture 
levels at which milled rice is traded, the 
maximum moisture level for safe storage, 
and the relationship between the mois- 
ture content of rice before and after 
milling. 

Accordingly, under the authority cited 
above, in §§ 68.328, 68.329, 68.330, and 
68.331 of the revised milled rice stand- 
ards with respect to U.S. Sample Grade, 
the phrase “14 percent of moisture” is 
deleted and the »hrase “15 percent of 
moisture” is substituted therefor. 

At a future date the Department will 
propose public rule making concerning 
this matter if the above-mentioned stud- 
ies indicate that a further change is war- 
ranted. This amendment merely rein- 
states the present requirement that 
milled rice containing more than 15 per- 
cent moisture shall be graded Sample 
grade, and the amendment must be made 
effective promptly in order to accomplish 
its purpose. It does not appear that public 
rule making procedures on this amend- 
ment would make additional information 
available to the Department. Therefore, 
under the administrative procedure pro- 
visions in 5 U.S.C. 553, it is found upon 
good cause that notice and other public 
rule making procedures with respect to 
the amendment are unnecessary and im- 
practicable, and good cause is found for 
making the amendment effective less 
than 30 days after publication hereof in 
the FEDERAL REGISTER. 


This amendment shall become effective 
on January 1, 1968. 


(Secs. 203, 205, 60 Stat. 1087, 1090, as 
amended, 7 U.S.C. 1622, 1624; 29 F.R. 16210, 
as amended; 32 F.R. 11741) 


Done at Washington, D.C., this 22d 
day of December 1967. 


G. R. GRANGE, 


Deputy Administrator, 
Marketing Services. 


[F.R. Doc. 67-15048; Filed, Dec. 27, 1967; 
8:49 a.m.] 


Chapter II—Consumer and Markeiing 
Service (Consumer Food Programs), 
Department of Agriculture 

SUBCHAPTER B—GENERAL REGULATIONS AND 

POLICIES—COMMODITY DISTRIBUTION 
[Amat. 1] 


PART 250—DONATION OF FOOD 
COMMODITIES FOR USE IN UNITED 
STATES FOR SCHOOL LUNCH PRO- 
GRAMS, TRAINING STUDENTS IN 
HOME ECONOMICS, SUMMER 
CAMPS FOR CHILDREN, AND RELIEF 
PURPOSES, AND IN STATE CORREC- 
TIONAL INSTITUTIONS FOR MINORS 


Obligations of Distributing Agencies 


The regulations for the operation of 
the Commodity Distribution Program 
(31 F.R. 14297) are hereby amended as 
follows: Section 250.6(e) (1) (i) is re- 
vised to read as follows: 


§ 250.6 Obligations of distributing agen- 
cies, 
* oe . a: * 


(e) * *> + 
(1) * te% 


(i) Public assistance households. Those 
households in which (a) all members are 
receiving benefits under the federally- 
aided public assistance programs for the 
needy authorized in the Social Security 
Act or under State or local welfare pro- 
grams; or (b) those households in which 
some of the members receive such bene- 
fits, but all members thereof are included 
in the determination to grant such bene- 
fits; or (c) those households in which all 
members are recipients of assistance 
from grants under a Work Experience 
and Training Program (Title V, Eco- 
nomic Opportunity Act of 1964). 


This amendment shall be effective 
upon publication in the FrepreraL Rec- 
ISTER. 

Ropney E. LEONARD, 
Deputy Assistant Secretary. 


DECEMBER 22, 1967. 


[F.R. Doc, 67-15049; Filed, Dec. 27, 1967; 
8:49 a.m.] 
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Chapter Vil—Agricultural Stabiliza- 
tion and Conservation Service (Agri- 
cultural Adjustment), Department of 
Agriculture 


SUBCHAPTER B—FARM MARKETING QUOTAS 
_ AND ACREAGE ALLOTMENTS 


[Amdt. 19] 
PART 722—COTTION 


Subpart—Acreage Allotments for 
1966 and Succeeding Crops of Up- 
land Cotton 


MISCELLANEOUS AMENDMENTS 


Basis and purpose. This amendment is 
issued pursuant to the Agricultural 
Adjustment Act of 1938, as amended (52 
Stat. 31, as amended; 7 U.S.C. 1281 et 
seq.). The purposes of this amendment 
are (1) to establish the closing dates for 
filing applications for transfers of allot- 
ment by sale, lease and owner and for 
export market acreage; (2) to clarify the 
100-acre limitation on sale and lease 
transfers; (3) to clarify. the conditions 
applicable -to owner transfers; (4) to 
limit transfers where small farm eligibil- 
ity would be created and (5) to extend 
the prohibition on transfers of new farm 
allotments. 

Since such applications are now heing 
acted upon by the county committees and 
since farmers need to know these closing 
dates, it is essential that these amend- 
ments become effective as soon as pos- 
sible. It is hereby determined and found 
that compliance with the notice, public 
procedure and 30-day effective date re- 
quirements of 5 U.S.C. 553 is impracti- 
cable and contrary to the public interest. 
Accordingly, this amendment shall be 
effective upon filing with the Director, 
Office of the Federal Register. 

The regulations for Acreage Allotments 
for 1966 and Succeeding Crops of Upland 
Cotton (31 F.R. 5300, as amended) are 
amended as follows: 

1. Section 722.436 is amended by add- 
ing the following language at the end of 
paragraph (a) (2) and by adding a new 
subparagraph (3) to paragraph (b) to 
read as follows: 


§ 722.436 Applications for transfer. 


(a) Persons eligible to file applications 
for transfers. * * 

(2) By owner. * * * Thecounty com- 
mittee shail approve a transfer under this 
subparagraph requested on a nonper- 
manent basis to a farm controlled but 
not owned by the applicant only if such 
applicant will be the operator of the farm 
to which transfer is to be made for each 
of the years for which the transfer is 
requested. Such requirement shall apply 
to transfers approved for 1966 and 1967 
only with respect to such years remain- 
ing in the term of years previously ap- 
proved beginning with 1968. However, if 
the county committee determines that 
the applicant is prevented from remain- 
ing the operator of such farm for which 
such transfer has been approved due to 
conditions beyond his control, the trans- 
fer shall remain in effect. Conditions be- 
yond his control shall include, but are 
not limited to, death, illness, incompe- 
tency, or bankruptcy of such person. 


RULES AND REGULATIONS 


(b) When applications to be 
Ried. * + * 

(3) For transfers effective beginning in 
1968.-Applications shall be filed for trans- 
fers to take effect in 1968 during the 
= June 1, 1967, through January 2, 

68. 


2. Section 722.437 is amended by add- 


' ing a new subparagraph (3) at the end 


of paragraph (b), by adding language 
at the end of paragraph (d), and by 
amending paragraph (f) and paragraph 
(g), to read as follows: 


§ 722.437 Amount of allotment trans- 
ferable. 


* * * * ” 


(b) No transfer of acreage from na- 
tional acreage reserve. * * * 

(3) For 1968. The. provisions of sub- 
paragraph (2) of this paragraph shall be 
applicable for 1968. 


* ~ * * * 


(d) Sale and lease transfers—limit on 
amount of acreage transferred. * * * 
In determining the allotment which may 
be transferred by sale or lease, any in- 
creases or decreases of allotment on the 
farm to which transfer by sale or lease 
will be made resulting from exchanges 
of cotton and rice allotments and from 
owner transfers shall be disregarded. In 
the case of farms consisting of separately 
owned tracts, such tracts shall not be 
considered a farm for purposes of com- 
puting the 100-acre limitation in any 
case where the county committee, with 
the approval of a representative of the 
State committee, determines that an 
owner of a tract has an ownership in- 
terest in one o1 more of the other tracts 
by reason of ownership of stock in a cor- 
porate owner of such other tract, or by 
reason of membership as a partner in a 
partnership owner of such other tract, 
or the owner of a tract is a member-of the 
same family living in the same household 
and the other tract is owned by another 
member of such family. 


(f) No transfer of new farm allotment. 
No transfer of allotment under section 
344a of the act shall be made from a 
farm which received a new farm allot- 
ment in the current year or within the 
three immediately preceding crop years. 

(g) No permanez t transfers by sale or 
by owner from farms to which transfer 
by sale or by owner within 3 years. No 
permanent transfer by sale or by owner 
shall be made from any farm to which 
allotment was permanently transferred 
by sale or by owner within the three im- 
mediately preceding crop years. 


3. Section 722.438 is amended by add- 
ing a new paragraph at the end thereof 
as follows: 


§ 722.438 Additional conditions and lim- 
itations. *- 
+ - - 7 = 
(m) Small farm eligibility. No trans- 
fer under section 344a of the act shall 
be approved in any case where the county 
committee determines that a person hav- 
ing an interest as owner or operator in 
two or more farms requests transfer be- 
tween such farms for the primary pur- 


pose of creating small farm eligibility 
under the price support program under 
§ 722.802. 


4.A new section is added after 
§ 722.451 to read as follows: 


§ 722.452 Export market acreage for 
1968. 


The national export market acreage 
reserve for the 1968 crop of cotton in the 
amount. of 250,000 acres was established 
in § 722.481 (32 F.R. 14268). Applications 
for export market acreage shall be filed 
with the county committee of the county 
in which the farm is located on or be- 
fore January 2, 1968. Procedures appli- 
cable to the 1968 program will be similar 
to those for the 1967 program covered 
by § 722.451 and such procedures will be 
published in the near future. 


(Secs. 344a, 346(e), 375, 79 Stat. 1197, 1192, 
52 Stat. 66, as amended; 7 U.S.C. 1344b, 


- 1346(e), 1375) 


Effective date: Date of filing with the 
Director, Office of the Federal Register. 
Signed at Washington, D.C., on De- 
cember 21, 1967. 
E. A. JAENKE, 
Acting Administrator, Agricul- 
tural Stabilization and Con- 
servation Service. 
[F.R. Doc. ots Filed, Dec. 21, 1967; 
31 p.m.] 


Chapter IX—Consumer and Market- 
ing Service (Marketing Agreements 
and Orders; Fruits, Vegetables, 
Nuts), Department of Agriculture 


[Navel Orange Reg. 141] 


PART 907—NAVEL ORANGES 
GROWN IN ARIZONA AND DESIG- 
NATED PART OF CALIFORNIA 


Limitation of Handling 
§ 907.441 Navel Orange Regulation 141. 


(a) Findings. (1) Pursuant to the 
marketing agreement, as amended, and 
Order No. 907, as amended (7 CFR Part 
907), regulating the handling of Navel 
oranges grown in Arizona and designated 
part of California, effective under the ap- 
plicable provisions of the Agricultural 
Marketing Agreement Act of 1937, as 
amended (7 U.S.C. 601-674), and upon 
the basis of the recommendations and 
information submitted by 

Orange Administrative Committee, es- 


-tablished under the said amended mar- 


keting agreement and order, and upon 
other available information, it is hereby 
found that the limitation of handling of 
such Navel oranges, as hereinafter pro- 
vided, will tend to effectuate the declared 
policy of the act. 

(2) It is hereby further found that it 
is impracticable and contrary to the pub- 
lic interest to give preliminary notice, 
engage in public rule-making procedure, 
and postpone the effective date of this 
section until 30 days after publication 
hereof in the Feperat Recister (5 US.C. 
553) because the time intervening be- 
tween the date when information upon 
which this section is based became avail- 
able and the time when this section must 
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become effective in order to effectuate 
the declared policy of the act is insuffi- 
cient, and a reasonable time is permit- 
ted, under the circumstances, for prepa- 
ration for such effective time; and good 
cause exists for making the provisions 
hereof effective as hereinafter set forth. 
The committee held an open meeting 
during the current week, after giving due 
notice thereof, to consider supply and 
market conditions for Navel oranges and 
the need for regulation; interested per- 
sons were afforded an opportunity to 
submit information and views at this 
meeting; the recommendation and sup- 
porting information for regulation dur- 
ing the period specified herein were 
promptly submitted to the Department 
after such meeting was held; the provi- 
sions of this section, including its effec- 
tive time, are identical with the aforesaid 
recommendation of the committee, and 
information concerning such provisions 
and effective time has been disseminated 
among handlers of such Navel oranges; 
it is necessary, in order to effectuate the 
declared policy of the act, to make this 
section effective during the period herein 
specified; and compliance with this sec- 
tion will not require any special prepara- 
tion on the part of persons subject hereto 
which cannot be completed on or before 
the effective date hereof. Such committee 
meeting was held on December 26, 1967. 

(b) Order. (1) The respective quan- 
tities of Navel oranges grown in Arizona 
and designated part of California which 
may be handled during the period De- 
cember 29, 1967, through January 4, 
1968, are hereby fixed as follows: 

(i) District 1: 300,000 cartons; 

(ii) District 2: 90,552 cartons; 

(iii) District 3: 30,000 cartons; 

(iv) District 4: 30,000 cartons. 

(2) As used in this section, “handled,” 
“District 1,” “District 2,” “District 3,” 
“District 4,” and “carton” have the same 
meaning as when used in said amended 
marketing agreement and order. 

(Secs. 1-19, 48 Stat. 31, as amended; 7 
U.S.C. 601-674) 


Dated: December 27, 1967. 
Paut A. NICHOLSON, 
Deputy Director, Fruit and 
Vegetable Division, Consumer 
and Marketing Service. 


[F.R. Doc. 67-15138; Filed, Dec. 27, 1967; 
11:22 a.m.] 


Chapter XIV—Commodity Credit Car- 
poration, Department of Agriculture 


SUBCHAPTER B—LOANS, PURCHASES, .AND 
OTHER OPERATIONS 


[CCC Farm Storage and Drying es 
Loan Program Regs., Amdt. 
PART 1474—FARM sia 
"FACILITIES 


Subpart—Farm Storage and Drying 
Equipment Loan Program Regu- 
lations 

ADMINISTRATION 
Correction 


In F.R. Doc. 67-14525 appearing at 
Page 17888 in the issue of Thursday, De- 


FEDERAL REGISTER, 


RULES AND REGULATIONS 


cember 14, 1967, the 10th line of § 1474.2 
(e) should read as follows: “member of 
the county committee, or, ex-”. 


Title 9—ANIMALS AND 
ANIMAL PRODUCTS 


Chapter t—Agricultural Research 
Service, Department of Agriculture 


SUBCHAPTER 1—ACCREDITATION OF VETERI- 
NARIANS AND REVOCATION OF SUCH AC- 
CREDITATION 


STANDARDS FOR ACCREDITED VETER- 
INARIANS AND RULES OF PRACTICE 


On October 13, 1967, there was pub- 
lished in the FeperaL RecGisTer (32 F.R. 
14225) a Notice of Proposed Standards 
for Accredited Veterinarians and Rules 
of Practice to be added as a new Sub- 
chapter I to Chapter I of Title 9, Code 
of Federal Regulations. After due con- 
sideration of all relevant material sub- 
mitted with respect to such proposal, and 
pursuant to the provisions of sections 3, 
4, 5, 6, 11, and 13 of the Act of May 29, 
1884, as amended, section 10 of the Act 
of August 30, 1890, sections 1 and 2 of the 
Act of February 2, 1903, as amended, sec- 
tion 3 of the Act of March 3, 1905, as 
amended, the Act of March 4, 1907, the 
Act of July 24, 1919, the Act of May 31, 
1920, and sections 3 and 11 of the Act of 
July 2, 1962 (21 U.S.C. 80-86, 89, 96, 105, 
111-113, 114, 1l4a, 114a—1, 115, 116, 120, 
121, 125, 134b, and 134f), said Standards 
and Rules of Practice are hereby issued. 
Subchapter I is hereby added to Chapter 
I, Title 9, Code of Federal Regulations to 
read as follows: 


SUBCHAPTER I—ACCREDITATION OF VETERINAR- 
IANS AND REVOCATION OF SUCH ACCREDI- 
TATION 

PART 160—DEFINITION OF TERMS 


Sec. 
160.1 Definitions. 


PART 161—REQUIREMENTS AND 
STANDARDS FOR ACCREDITED 
VETERINARIANS AND REVOCA- 
TION OF SUCH ACCREDITATION 


Sec. 

161.1 Requirements for accreditation. 

161.2 Standards for accredited veterinarians. 

161.3 Revocation of veterinary accredita- 
tion, 


PART 162—RULES OF PRACTICE 


Sec. 

162.1 Institution of proceedings. 

162.2 Hearing; request for formal hearing; 
hearing 


report; preparation and issuance of 
final order 


162.3 Service and proof of service. 


AvutTHorITy: The provisions of this Sub- 
chapter I issued under 23 Stat. 32, as 
amended; 58 Stat. 734, as amended; 65 Stat. 
693; 26 Stat. 417; 32 Stat. 791, 792, as amend- 
ed; 33 Stat. 1265, as amended; 34 Stat. 1263, 
1264; 41 Stat. 241; 41 Stat. 699; 76 Stat. 130, 
132; 21 U.S.C. 80-86, 89, 96, 105, 111-113, 114, 
1l4a, 114a—1, 115, 116, 120, 121, 125, 134b, 134f. 
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SUBCHAPTER I—ACCREDITATION OF VETERINAR- 
IANS AND REVOCATION OF SUCH ACCREDI- 
TATION 


PART 160—DEFINITION OF TERMS 
§ 160.1 Definitions. 


For the purposes of this subchapter the 
following words, phrases, names, and 
terms shall be construed, respectively, to 
mean: ; 

(a) Division, The Animal Health Divi- 
sion, Agricultural Research Service, U.S. 
Department of Agriculture. 

(b) Director. The Director of the Divi- 
sion, or any other official of the Division 
to whom authority has heretofore been 
delegated or may hereafter be delegated 
to act in his stead. 

(c) State. Any State, Territory, the 
District of Columbia or the Common- 
wealth of Puerto Rico. 

(d) Accredited Veterinarian. A vet- 
erinarian approved by the Director in 
accordance with the provisions of Part 
161 of this subchapter to perform func- 
tions specified in Subchapters B, C, and 
D of this chapter. 

(e) Veterinarian-in-Charge. The vet- 
erinary official of the Division who is 
assigned by the Director to supervise and 
perform the official work of the Division 
in the State where the veterinarian con- 
cerned is accredited or wishes to be 
accredited. 

(f) State Animal Health Official. The 


‘animal health official responsible for the 


livestock and poultry disease control and 
eradication programs of the State in 
which the veterinarian is accredited or 
wishes to be accredited. 


PART 161—REQUIREMENTS AND 
STANDARDS FOR ACCREDITED 
VETERINARIANS AND REVOCA- 
TION OF SUCH ACCREDITATION 

§ 161.1 Requirements for accreditation. 
(a) The Director is hereby authorized 

to accredit a veterinarian when he deter- 

mines that such veterinarian (1) is a 

graduate of a college of veterinary medi- 

cine; (2) is licensed to practice veteri- 
nary medicine in the State in which he 
wishes to be accredited; (3) has made 
formal application for accreditation on 


Form 1-36A, “Application for Veterinary 
Accreditation”; (4) has passed an exami- 
nation administered by the Division; and 
(5) has been jointly recommended by 
the State Animal Health Official and 
the Veterinarian-in-Charge in the State 


in, which the veterinarian wishes to be 
accredited. 


(b) The Director is hereby authorized 


‘to accredit a veterinarian whose accredi- 


tation has been revoked when he deter- 
mines that such veterinarian (1) is li- 


1The provisions of Subchapters B, C, and 
D of this chapter authorize Federal and state 
veterinarians and accredited veterinarians to 
perform ed functions. Pull time Fed- 
eral (including military) and state veteri- 
mary employees are authorized to perform 
such functions without specific accreditation 
under the provisions of this subchapter, 
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censed to practice veterinary medicine 
in the State in which he wishes to be 
accredited; (2) has made formal appli- 
cation for accreditation on Form 1-36A, 
“Application for Veterinary Accredita- 
tion”; and (3) has been jointly recom- 
mended by the State Animal Health Offi- 
cial and the Veterinarian-in-Charge in 
the State in which the veterinarian 
wishes to be accredited. 

§ 161.2 p Standards for accredited veteri- 

narians. 

An accredited veterinarian shall per- 
form official duties in accordance with 
the following standards: 

(a) Prior to completing and signing 
a certificate with respect to animals or 
poultry, the accredited veterinarian shall 
individually inspect such animals or 
poultry in accordance with profes- 
sionally accepted procedures. 

(b) Certificates, forms, and_ reports 
shall be accurately and fully completed, 
including identification of animals, and 
shall be distributed according to instruc- 
tions issued to him by the State Animal 
Health Official or the Veterinarian-in- 
Charge, or both. 

(c) Official tests and vaccinations 
shall be applied according to procedures 
and standard techniques prescribed by 
the State Animal Health Official or the 
Veterinarian-in-Charge, or both. 

(d) Certificates issued by an ac- 
credited veterinarian that reflect results 
of tests performed by another ac- 
credited veterinarian shall clearly indi- 
cate the name of the veterinarian con- 
ducting the tests, the place where the 
tests were conducted, and the date and 
results of the tests. 

(e) Reactor animals disclosed by tests 
shall be identified within prescribed time 
limitations and according to State-Fed- 
eral instructions issued to him by the 
State Animal Health Official or the 
Veterinarian-in-Charge, or both. 

(f) All diagnosed or suspected cases 
of diseases of livestock or poultry named 
in § 71.3 (a) and (b) of Part 71, Sub- 
chapter C, of this chapter, including any 
vesicular conditions, shall be reported 
immediately to the appropriate State 
Animal Health Official or the Veteri- 
narian-in-Charge. 

(g) Professionally accepted sanitary 
protedures shall be followed to minimize 
the danger of spread of disease between 
animals and between premises. 

th) The accredited veterinarian shall 
keep himself currently informed on State 
and Federal policies, regulations, and 
procedures concerning livestock disease 
control and eradication and shall advise 
livestock owners, shippers, and other in- 
terested parties accordingly. 

(i) Official duties and activities of an 
accredited veterinarian in a State shall 
be performed subject to supervision and 
direction ofthe appropriate State Ani- 
mal Health Official and the Veterinarian- 
in-Charge. 
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§ 161.3 Revocation of veterinary accred- 
itation. 

The Director is authorized to revoke 
the accreditation of a veterinarian when 
he determines that the accredited veteri- 
narian has not complied with the “Stand- 
ards for Accredited Veterinarians” as set 
forth in § 161.2. Any such revocation of 
accreditation shall be applicable in all 
States in which the veterinarian is ac- 
credited. 


PART 162—RULES OF PRACTICE 
§ 162.1 Institution of proceedings. 


(a) Complaint. A complaint in writing 
shall be issued by the Veterinarian-in- 
Charge and served on the accredited 
veterinarian, whenever. there is reason 
to believe that he has not complied with 
the “Standards for Accredited Veteri- 
narians” as contained in § 161.2 of this 
subchapter. The complaint shall state 
briefly and clearly the allegations of fact 
which constitute the basis for the pro- 
ceeding and shall specify the “Stand- 
ards” alleged to have been violated. At 
any time prior to the close of the hear- 
ing the complaint may be amended; but, 
at the request of the accredited veteri- 
narian, the hearing shall be adjourned 
for a period not exceeding 15 days. 

(b) Answer. The accredited veteri- 
narian shall file with the Veterinarian- 
in-Charge an answer to the complaint 
within 20 days after service of the com- 
plaint. Such answer shall be signed by 
the accredited veterinarian or his attor- 
ney. Upon request by the accredited vet- 
erinarian and where the circumstances 
warrant, the I'‘irector may extend the 
period of time for filing of the answer. 
The answer shall contain a statement 
of the facts which constitute the grounds 
of defense and shall admit, 
deny, or explain each of the allegations 
of the complaint. The answer may be 
supported by such affidavits, depositions 
or other documents which the accredited 
veterinarian desires to submit. Failure 
to file an answer to or plead specifically 
to any allegation of fact in the complaint 
shall constitute an admission of such 
allegation. 

(ec) Suspension of accreditation pend- 
ing final determination. When the Diree- 
tor deems such action necessary in order 
to adequately protect the public health, 
interest, or safety, he may suspend the 
accreditation of an accredited veter- 
inarian pending final determination in 
the matter. 

(d) Informal conference and consent 
orders. At the request of the accredited 
veterinarian, the  Veterinarian-in- 
Charge, with the concurrence of the 
State Animal Health Official, will arrange 
an informal conference to discuss the 
matter, at the time and place designated 
by the Veterinarian-in-Charge. The ac- 
credited veterinarian may bring with 
him to the conference any representative 
or other person whom he desires. If the 
accredited veterinarian, in writing, ad- 
mits the facts alleged in the complaint, 
or states that he neither admits nor 
denies the facts alleged in the complaint, 
and consents to the issuance of an order 


revoking his accreditation, such an order 
will be issued without further procedure. 


§ 162.2 Hearing; request for formal 
hearing; lure; proce- 
dure upon admission of facts and 
waiver vet | hearing; hearing officer’s 
report; exceptions to hearing officer’s 
report; preparation and issuance of 
final order. 

(a) Request for formal hearing. An 
accredited veterinarian may request a 
formal hearing on the allegations set 
forth in the complaint by including such 
request in the answer or by a separate 
request in writing filed with the Director. 
Failure to request a formal hearing at 
the conclusion of an informal appear- 
ance referred to in § 162.1(d) or within 
the time allowed for the filing of the 
answer, shall constitute a waiver of such 
hearing. If the accredited veterinarian 
does not request a formal hearing, the 
Director may order that such a hearing 
be held if he determines that a hearing 
is necessary to fully develope the facts. 

(b) Hearing Procedure. Upon request 
by the accredited veterinarian for a for- 
mal hearing or upon the order of the 
Director, a hearing within 30 days shall 
be arranged. The following shall apply 
to such hearing: 

(1) Notice of the time and place of 
such hearing shall be given to the ac- 
credited veterinarian in writing at least 
10 days prior to the hearing. 

(2) Such hearing shall be held before 
@ hearing officer appointed by the 
Director. 

(3) The parties may appear in person 
or by counsel or other representative. 

(4) A representative of the Division 
shall proceed first at the hearing to 
present the facts upon which the com- 
plaint was based. 

(5) The hearing officer shall be au- 
thorized to administer oaths and affir- 
mations, examine witnesses at such hear- 
ing, and rule upon motions and requests. 

(6) All testimony of witnesses at the 
hearing shall be upon oath or affirmation 
and subject to cross-examination. Any 
witness may, in the discretion of the 
hearing officer, be examined separate and 
apart from all other witnesses except 
the interested parties. 

(7) The hearing officer may exclude 
obviously immaterial or irrelevant evi- 
dence, but the party offering such evi- 
dence may state what he expects to prove 
thereby. 

(8) The hearing officer may postpone 
or adjourn a hearing for good cause 
shown. 

(9) Oral argument will be permitted 
before the hearing officer at the close 
of the hearing and any argument ad- 
yanced will be embodied in the record. 

(10) A transcript shall be made of 
the hearing to which the hearing officer 
shall attach his certificate stating that 
the transcript is a true transcript of the 
hearing, except in such particulars as he 
shall specify, and that the exhibits ac- 
companying the transcript are all the 
exhibits introduced at the hearing, with 


. Such exceptions as he shall specify. 


(11) Written briefs or arguments may 
be submitted and made a part of the 


FEDERAL REGISTER, VOL. 32, NO. 250—THURSDAY, DECEMBER 28, 1967 





the hearing officer for good cause shown. 

(12) If the accredited veterinarian, 
after being duly notified, fails to appear 
at the hearing, he will have waived the 
right to a hearing. 

(c) Procedure upon admission of 
facts; waiver of hearing. The admission, 
in the answer or by failure to file an 
answer, of all the material allegations of 
fact contained in the complaint shall 
constitute a waiver of hearing. Upon such 
admission of facts, unless the Director 
has ordered that a hearing be held, the 
hearing officer, without further proce- 
dure, shall prepare his report, in which 
he shall adopt as his proposed findings 
of fact the material facts alleged in the 
complaint. 

(d) The hearing officer’s report. The 
hearing officer, within a reasonable time 
after the termination of the period al- 
lowed for the filing of written briefs or 
arguments following the hearing, shall 
prepare upon the basis of the record and 
submit to the-Director his report to- 
gether with the record of the proceed- 
ing. Such report shall include recom- 
mended findings of fact and conclusions. 
Acopy of the report shall be served upon 
the parties. = 

(e) Exceptions to the hearing officer’s 
report. Within 15 days after the receipt 
of the hearing officer’s report, exceptions 
thereto, and written arguments or a brief 
in support of such exceptions, may be 
filed with the Director. The Director may 
extend such period for good cause shown. 

(f) Preparation and issuance of order. 
As soon as practicable after the termina- 
tion of the period allowed for the filing of 
exceptions to the hearing officer’s report, 
the Director, upon the basis of and after’ 


shall be the final and conclusive order in 
the proceeding. 


§ 162.3 Service and proof of service. 
Copies of all documents served upon a 


of the person who er a 

service: Provided, That if the 

made by certified mail, proof of service 
shall be made by the return 

receipt. Such proof of service 


and the exportation and importation of 
certain animals and poultry and prod- 
ucts (9 CFR Chapter I, Subchapters B, 
C, and D). Copies of the standards of 
conduct required of such veterinarians 
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are furnished to each veterinarian vpon 
his accreditation. 


The standards of conduct and rules of 


formity of interpretation. It does not 
appear that further notice and public 
procedure would make additional infor- 
mation available to the Department, 
These standards and rules of practice 
should be made effective as soon as 
possible. 

Accordingly, pursuant to the adminis- 
trative procedure provisions of 5 U.S.C. 
553, it is found upon good cause that 
further public rule making procedure 
with respect to the foregoing provisions 
is unnecessary, and good cause is found 
for making these Standards and Rules 
of Practice effective less than 30 days 
after publication in the FeperaL REcIsTER. 

The reporting and recordkeeping re- 
quirements contained in the foregoing 
have been approved by the Bureau of the 
Budget in accordance with the Federal 
Reports Act of 1942. 


Effective date. The foregoing provisions 
shall become effective upon publication 
in the Peperat REGISTER. 


Done at Washington, D.C., this 22d 
day of December 1967. 


R. J. ANDERSON, 


Acting Administrator, 
Agricultural Research Service. 
[F.R. Doc. 67-15053; Filed, Dec. 27 , 1967; 
8:49 a.m.] ? 


Title 12—BANKS AND BANKING 


Chapter V—-Federal Home Loan 
Bank Board 


‘SUBCHAPTER 8—FEDERAL HOME LOAN BANK 
SYSTEM 


[No. 21,219] 
PART 531—STATEMENTS OF POLICY 


Advances for Purchase of Loans and 
Participation Interests in Loans 


13415), and for the purpose of making 
certain changes in the conditions on 
which a member institution may be 


estate located outside its normal lend- 
ing territory, hereby amends Part 531 of 
the regulations for the Federal Home 
Loan Bank System (12 CFR Part 531) by 
adding, immediately after § 531.1, a new 
section, § 531.2, to read as follows: 
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§ 531.2 Advances for purchase of loans 
and participation interests in loans. 
Advances for the purchase of partici- 
pations or whole loans secured by real 
estate located outside a member’s normal 


are not consistent with the purposes of 
permitting purchases of loans or par- 
ticipations and ordinarily conflict with 
the provisions in the Board’s general 
policy statement contained in § 531.1 of 
this Part that advances shall not be 
made to permit members to obtain what 
is primarily a rate differential. A mem- 
ber may be granted advances to a lim- 
ited extent to purchase participations 
or whole loans secured by real estate 
located outside its normal lending ter- 
ritory, provided each of the following 
conditions is met: 

(a) Advances for the purchase of such 
participations or whole loans can be re- 
paid entirely from the member's re- 
sources within 9 months; 

(b) The volume of expansion advances 
to the member, including any advances 
for the purchase of such participations 
or whole loans, is not in excess of 5 per- 
cent of withdrawable accounts; and 

(c) All expansion advances to the 
member are subject to repayment in 2 
years or less. 


Moreover, additional advances to the 
member for purposes other than with- 
drawals will not be made during the 
period such advances are outstanding. 


(Sec. 17, 47 Stat. 736, as amended; 12 U.S.C. 
1437. Reorg. Plan No. 3 of 1947, 12 F.R. 4981, 
3 CFR, 1943-48 Comp., p. 1071) 


By the Federal Home Loan Bank 
Board. 


{seat] GReEenviLteE L. Mrxarp, Jr. 
Assistant Secretary. 


[F.R. Doc. —— Piled, Dec. 27, 1967; 
8:48 a.m.] 


PART 531—STATEMENTS OF POLICY 


Supplemental Statement of Policy on 
Advances 


Resolved that. the Federal Home Loan 


vances, insofar 
ineuhe sameenis ¢ 9022. Saesenati by re- 
vising paragraph (a) of $531.3 to read 
as follows: 


§ 531.3 Senet statement of pol- 
icy on adv 

(a) stainless advances should or- 
dinarily be liquidated in as brief a period 
as the member’s flow of savings would 
reasonably permit. However, where a 
member’s eligibility to obtain advances 
for relending purposes has been estab- 
lished, the member may elect to convert 
its withdrawal advances to advances for 
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relending within its established eligibil- 
ity. 


* a ~ 6 = a 
(Sec. 17, 47 Stat. 736, as amended; 12 U.S.C. 


1437. Reorg. Plan No. 3 of 1947, 12 F.R. 4981, 
3 CFR, 1943-48 Comp., p. 1071) 


By the Federal Home Loan Bank 
Board. 


[SEAL] GRENVILLE L. MILLARD, JR., 


Assistant Secretary. 


[F.R. Doc. 67-15047; Filed, Dec. 27, 1967; 
8:48 a.m.] 


Chapter Vi—Farm Credit 
Administration 


SUBCHAPTER F—BANKS FOR COOPERATIVES 


PART 670—BANKS FOR COOPERA- 
TIVES GENERALLY 


Miscellaneous Amendments 


Part 670 of Chapter VI of Title 12 of 
the Code of Federal Regulations is 
amended by revising §$§ 670.22, 670.23, 
670.25, 670.144, and. 670.161 (31 F.R. 
16257, 16259) , to read as follows: 


§ 670.22 Lending limits of district banks. 


Except with the written approval of 
the Director of Cooperative Bank Servic, 
the lending limits of each district bank 
for cooperatives are hereby fixed so that 
loans to any one borrower outstanding 
at any time (exclusive of participations 
therein sold to others) may not exceed 
the following percentages of the net 
worth of the bank as of the close of the 
preceding fiscal year, or at an interim 
date if such net worth is changed mate- 
rially (e.g., by reason of voluntary re- 
tirement of or investment in capital 
stock or other equities), as determined 
by the Director of Cooperative Bank 
Service: 

(a) Term loans, 25 percent; 

(b) Seasonal loans exclusive of loans 
secured by approved commodities, 25 
percent; 

(c) Seasonal loans secured by ap- 
proved commodities (excluding loans se- 
cured by Commodity Credit Corporation 
documents) , 45 percent; 

(ad) The sum of term and seasonal 
loans exclusive of seasonal loans secured 
by approved commodities, 25 percent; 

(e) The sum of term, seasonal, and 
seasonal loans secured by approved com- 

ties (excluding loans secured by 
Commodity Credit Corporation docu- 
ments) , 45 percent; 


Provided, however, That a loan made 
within established limits, but which be- 
comes excessive by virtue of a subsequent 
decrease in the net worth of the bank, 
may be retained and liquidated in an 
orderly manner. 


§ 670.23 Lending limits of the Central 
Bank for Cooperatives. 

The total loans from the Central Bank 
for Cooperatives to any one farmers’ 
cooperative association, exclusive of sea- 
sonal loans secured by approved com- 
modities, or of loans to finance com- 
modities within the limits of Government 
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price support programs, shall not at any 
time exceed 25 percent. of the net worth 
of the bank. 


§ 670.25 District banks—sale of partici- 
tions; loans exceeding lending 
aiiesi 

The district bank shall request the 
Central Bank for Cooperatives (or, when 
approved by the Director of Cooperative 
Bank Service, another district bank) to 
participate in the extension of credit for 
amounts which exceed the lending limits 
set forth in § 670.22, and, except when 
otherwise agreed, such participation shall 
take place in the following order: First, 
seasonal loans secured by approved com- 
modities; second, other seasonal loans; 

and third, term loans. 


§ 670.144 Definition of “borrewer”’. 


For purposes of the sentence in section 
42(a) (3) of the Farm Credit Act of 1933, 
as amended (12 U.S.C. 1134d), which 
reads: 

In addition, each borrower as defined by 
the Farm Credit Administration for purposes 
of this sentence, shall be required to invest 
quarterly in class C stock an amount equal to 
not less than 10 nor more than 25 per 
centum, as prescribed by the board of direc- 
tors of the bank with the approval of the 
Farm Credit Administration, of the amount 
of interest payable by it to the bank during 
the calendar quarter. 


the word “borrower” is defined as any 
farmers’ cooperative association which is 
primarily liable to a bank for coopera- 
tives for the repayment of a loan made 
by the bank pursuant to sections 34 or 
41 of the Farm Credit Act of 1933, as 
amended (12 U.S.C. 1134j, 1134c). In 
cases where a district bank for coopera- 
tives participates in such a loan made by 
another district bank for cooperatives, 
the latter bank shall be deemed a “bor- 
rower” from the former bank with refer- 
ence to such participation, and the ap- 
proved investment required in class C 
stock shall be at the same per centum 
of interest payable that is applicable to 
the farmers’ cooperative association. 

§ 670.161 Patronage refunds and allo- 

cated reserves. 

For purposes of subsection (b) of sec- 
tion 36 of the Farm Credit Act of 1933, as 
amended (12°U.S.C. 11341), relating to 
patronage refunds, the word “borrowers” 
is defined as all farmers’ cooperative as- 
sociations which, during any part of the 
fiscal year for which patronage refunds 
are declared, were primarily liable for 
the repayment of loans made by a bank 
for cooperatives pursuant to sections 34 
or 41 of the Farm Credit Act of 1933, as 
amended (12 U.S.C. 1134j, 1134c): Pro- 
vided, That, if the bylaws of a bank so 
provide, this definition shall not include 
any association which files with the bank, 
prior to the beginning of a fiscal year, 
a written refusal to accept patronage re- 
funds for said year. In cases where a dis- 
trict bank for cooperatives participates 
in such a loan made by another district 
bank for cooperatives, the latter bank 
shall be deemed among the “borrowers” 
of the former bank as respects patronage 


refunds with reference to such particj- 
pation. 


(Sec. 6, 47 Stat. 14, as amended, secs. 34, 36, 
41, 42, 48 Stat. 262, 263, 264, as amended; 12 
U.S.C. 665, 1134j, 11341, 1134c, 1134d, as 
amended) 


; R. B. TOOTELL, 
Governor, 
Farm Credit Administration. 


[F.R. Doc, 67-15032; Filed, Dec. 27, 1967; 
8:47 a.m.] 


Title 14—AERONAUTICS AND 
SPACE 


SUBCHAPTER C—AIRCRAFT 


Chapter |I—Federal Aviation Adminis- 
tration, Department of Transporta- 
tion os 

[Docket No. 67-SO-106, Amdt. 39-526] 


PART 39—AIRWORTHINESS 
DIRECTIVES 


Piper Model PA 32-300 Airplanes 


Amendment 39-508, 32 F.R. 15523, AD 
67-30-6 requires inspection of the flexible 
duct between the engine air box and the 
engine throttle body assembly and re- 
placement if necessary on Piper PA 32- 
300 and PA 328-300 series airplanes. 
After issuing Amendment 39-508, the 
Administrator approved a Piper design 
improvement for the inlet duct which 
when incorporated on the aircraft will 
eliminate the need for the repetitive in- 
spections required by Amendment 39- 
508. Therefore, the AD is being amended 
to require replacement of the original 
duct with the improved duct. 

Since a situation exists that requires 
immediate adoption of this regulation, 
it is found that notice and public pro- 
cedure hereon are impracticable and good 
cause exists for making this amendment 
effective in less than 30 days. 

In consideration of the foregoing, and 
pursuant to the authority delegated to 
me by the Administrator, 14 CFR 11.89 
(31 F.R.. 13697), §39.13 of Part 39 
of the Federal Aviation Regulations, 
Amendment 39-508, 32 F.R. 15523, AD 
67-30-6 is amended by deleting the in- 
spection requirements, revising the com- 
pliance times and substituting with the 
following requirement: 


Compliance required within the next 50 
hours’ time in service after the effective date 
of this AD, unless already accomplished. , 

To prevent the possibility of restricting air 
flow through the engine air induction system, 
accomplish the following: 

(a) Replace the engine air inlet duct, Piper 
Part No. 457599 or 63633-50, with parts and 
per instructions contained in Piper Modifica- 
tion Kit 760159. 

(b) The compliance time may be adjusted 
up to a maximum of 10 hours to coincide 
with aircraft annual or 100-hour scheduled 
inspections. 

(c) Piper Service Bulletin No. 260 dated 
November 8, 1967, covers this same subject. 

Other means of compliance with the re- 
quirements of this directive may be utilized, 
if approved by the Chief, and 
Manufacturing Branch, Federal Aviation Ad- 
ministration, Southern Region. 
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This amendment becomes effective De- 
cember 22, 1967. 


(Secs. 313(a), 601, 603, Federal Aviation Act 
of 1958; 49 U.S.C. 1354(a), 1421, 1423) 


Issued in East Point, Ga., on Decem- 
ber 15, 1967. 
James G. ROGERS, 
Director, Southern Region. 


[F.R. Doc. 67-15015; Filed, Dec. 27, 1967; 
8:46 a.m.] 


SUBCHAPTER E—AIRSPACE 
[Airspace Docket No. 67-SO-101] 


PART 71—DESIGNATION OF FEDERAL 
AIRWAYS, CONTROLLED AIRSPACE, 
AND REPORTING POINTS 


Designation of Transition Area 


On November 1, 1967, a notice of pro- 
posed rule making was published in the 
FEDERAL REGISTER (32 F.R. 15121), stat- 
ing that the Federal Aviation Adminis- 
tration was considering an amendment 
to Part 71 of the Federal Aviation Regu- 
lations that would designate the Aiken, 
S.C., transition area. 

Interested persons were afforded an 
opportunity to participate in the rule 
making through the submission of com- 
ments. All comments received were fa- 
vorable. 

Subsequent to the publication of the 

notice, the geographic coordinate (lat. 
33°39’10’’ N., long. 81°41'25’’ W.) for 
Aiken Municipal Airport was obtained 
from Coast and Geodetic Survey. Ac- 
cordingly, action is taken herein to add 
the geographic coordinate for the airport 
in the description of the transition area. 

In consideration of the foregoing, Part 
71 of the Federal Aviation Regulations 
is amended, effective 0001 e.s.t., Febru- 
ary 29, 1968, as hereinafter set forth. 

In § 71.181 (32 F.R. 2148), the follow- 
ing transition area is added: 


AIKEN, 8.C. 

That airspace extending upward from 700 
feet above the surface within an 8-mile 
radius of Aiken M rt (lat. 33°- 
39’10’’ N., long. 81°41'25’’ W.); within 2 miles 
each side of the 048°- from the Aiken 
RBN (lat, 33°39’06’’ N., long. 81°40’38’’ W.), 
extending from the 8-mile radius area to 8 
miles northeast of the RBN. - 

(Sec. 307(a), Federal Aviation Act of 1958; 
49 U.S.C. 1848(a)) 


Issued in East Point, Ga., on December 
15, 1967. 
JaMEs G. ROGERS, 
Director, Southern Region. 
[F.R. Doc. 67-15016; Filed, Dec. 27, 1967; 
8:46 a.m.] 


SUBCHAPTER N—WAR RISK INSURANCE 
[Docket No. 8605] © 


PART 198—WAR RISK INSURANCE 


Part 1501 of Title 14 of the Code of 
Federal Regulations was published in the 
FEDERAL REGISTER On October 31, 1963 
(28 F.R. 11618). Part 1501 implements 
Title XIII of the Federal Aviation Act 
of 1958 (49 U.S.C. 1531-1542) that au- 
thorizes the Secretary of Commerce to 
provide insurance against loss, damage, 
or legal liability arising out of war risks, 
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under certain conditions. The Under Sec- 
retary of Commerce for Transportation 
issued Part 1501 under section 1307 of the 
Federal Aviation Act of 1958 (49 U.S.C. 
1537), that authorizes the Secretary of 
Commerce to issue rules in administra- 
tion of Title XIII, and a delegation - 
that authority from the Secretary o: 
Commerce. 

Section 6(a) (3) (C) of the Department 
of Transportation Act (49 US.C. 1655 
(a) (3) (C)) transfers to and vests in the 
Secretary of Transportation all func- 
tions, powers, and duties of the Secre- 
tary of Commerce under Title XIII of 
the Federal Aviation Act of 1958, as 
amended. The Secretary of Transporta- 
tion has delegated his functions, powers, 
and duties relating to aircraft generally, 
under Title XIII of the Federal Aviation 
Act of 1958, to the Federal Aviation Ad- 
ministrator in 49 CFR 1.4(b) (1) (32 F.R. 
5606). 

The Federal Aviation Administrator is 
adopting new Part 198 that supersedes 
present Part 1501. Part 198 retains the 
substance of Part 1501, but several 
changes are made to reflect the existing 
situation vesting the War Risk Insurance 
function in the Department of Trans- 
portation: (1) References to the Under 
Secretary of Commerce for Transporta- 
tion are changed to the Federal Aviation 
Administrator. (2) Section numbers are 
changed only to reflect the new part 
number. (3) Forms are removed from 
the body of the regulation and published 
in new Appendices A-E. (4) Forms are 


‘renumbered as “FAA Form 2000-— (12— 


67)”, and the obsolete UST Form num- 
bers are shown as superseded. (5) The 
forms are changed only to reflect the 
transfer of the War Risk Insurance func- 
tion to the Department, and the respon- 
sibility of the Federal Aviation 
Administrator. 

This amendment relates to depart- 
mental management, procedures, and 
practices. Therefore, it is excepted from 
the notice, public procedure, and effec- 
tive date requirements of section 553 of 
Title 5, United States Code, and it may 
be made effective upon publication in the 
FEDERAL REGISTER. 

In consideration of the foregoing, ef- 
fective December 28, 1967, Chapter I of 
Title 14 of the Code of Federal Regula- 
tions is amended by adding a new Sub- 
chapter N, as hereinafter set forth, that 
supersedes the Department of Commerce 
regulation Part 1501 of Title 14 of the 


(Sec. 1307(a), Federal Aviation Act of 1958, 
as Penge (49 U.S.C. 1537(a)); sec. 6(a) 
(3)(C), De mt of tation Act 
(49 U.S.C. 1655(a) (3) (C)) 


Issued in Washington, D.C., on Decem- 
ber 19, 1967. 
WItiraM FP. McKEz, 
Administrator. 


Subpart A-—General e 
Eligibility of aircraft for insurance. 


Change in status of an aircraft after 
interim binders have been issued. 


Sec. 
198.1 
198.2 


198.3 


198.4 
198.5 


Time of attachment ot insurance. 
Premiums and payment thereof. 


. 198.302 
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Sec. 
198.6 War risk insurance underwriting 
agents. 
Modifications. 
Subpart B—War Risk Hull Insurance 
198.100 Amounts of insurance for which 
application may be made. 
Form of application. 
Issuance of interim binder; its terms 
and conditions. 
Sums which will be insured. 
Calculation of premiums. 
Additional war risk hull insurance. 
Standard forms of war risk hull 
insurance interim binders. 
Standard forms of war risk hull in- 
surance policies. 


Subpart C—War Risk Liability Insurance, 
Exclusive of Cargo Liability 


Limits of liability insurance for 
which application may be made. 

Form of application. 

Issuance of interim binder; its terms 
and conditions. 

Sums which will be insured. 

Calculation of premiums. 

Standard forms of war risk liability 
insurance, exclusive of cargo 
lability, interim binders. 

forms of war risk liability 
insurance, exclusive of cargo 
liability, policies. 


Subpart D—War Risk Carriers Liability to Cargo 
Insurance 


Limits of liability insurance for 
which application may be made. 

Form of application. 

‘Issuance of interim binder; 
terms and conditions. 

Sums which will be insured. 

Calculation of premiums. 

Standard forms of war risk carriers 
liability to cargo insurance in- 
terim binders. 

Standard forms of war risk car- 


198.7 


198.101 
198.102 


198.103 
198.104 
198.105 
198.106 


198.107 


198.200 


198.201 
198.202 


198.203 
198.204 
198.205 


198.206 


198.300 


198.301 
its 


198.303 
198.304 
198.305 


198.306 


198.307 Effect ow other General Orders— 

War Risk Insurance. 

Appendix A—Forms of Application, named 
in § 198.101. 

Appendix B—Standard Forms of War Risk 
Hull Insurance Interim Binders, 
named in § 198.106. 

Appendix C—Standard Forms of War Risk 

. Hull Insurance Policies, named in 
§ 198.107. 
Appendix D—Standard Forms of War Risk 
* Liability Insurance, Exclusive of 
Cargo Liability, Policies, named 
in § 198.206. 

Appendix E—Forms of Application, named 
in § 198.301. 

Appendix F—Standard Forms of War Risk 
Carriers Liability to Cargo Insur- 
ance Interim Binders, named in 
§ 198.305. 

AvrnoriTy: The provisions of this Part 198 
issued under Sec. 1307(a) of the Federal 
Aviation Act of 1958, as amended (49 U.S.C. 
1537(a)); and sec. 6(a)(3)(C) of the De- 
partment of ticn Act (49 U.S.C. 
1655(a) (3) (C)). 


Subpart A—General 


§ 198.1 ° Eligibility of aircraft for insur- 
ance. 


* S aircraft is eligible for insurance if 


(a) An American aircraft as defined 
in section 1301(a), Title XIII of the Fed- 
eral Aviation Act of 1958, as amended; or 

. 0b) A foreign-flag aircraft engaged in 
aircraft operations deemed by the Fed- 
eral Aviation Administrator to be in the 
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interest of the national defense or the 
national economy of the United States. 


§ 198.2 Change in status of an aircraft 
after interim binders have been 
issued. 

In the event that an aircraft shall 
cease to come within either § 198.1 (a) 
or (b) after any interim binders named 
in §§ 198.106, 198.205, and 198.305 have 
been issued, interim binders covering 
such an aircraft shall automatically 
terminate. In the event of sale, lease, 
confiscation, requisition, or total loss of 
an aircraft, or any ather change in the 
status, which by the terms of the binder 
causes same to terminate, prompt notice 
shall be given in writing to the Federal 
Aviation Administrator. 


§ 198.3 Applications for insurance and 
payment of binding fees. 


Applications for war risk hull and 
war risk liability, exclusive of cargo, in- 
surance, shall be filed on the same form, 
in duplicate, and applications for war 
risk carriers liability to cargo insurance 
shall be filed on a separate form, also 
in duplicate. Applications for insurance 
on those foreign-flag aircraft referred 
to in § 198.1 shall be accompanied by a 
signed statement in quadruplicate, set- 
ting forth the dates of the applications, 
the forms of insurance applied for, the 
identification number of the aircraft, its 
flag, the name of the owner or lessee, the 
operations in which the aircraft is en- 
gaged and.the reason such operations 
should be considered to be in the in- 
terest of the national defense or national 
economy of the United States, which 
statement shall be deemed to be a part 
of each application for insurance filed 
with respect to such aircraft. Applications 
shall be made to the Federal Aviation 
Administrator, Department of Trans- 
portation, 800 Independence Avenue SW.., 
Washington, D.C. 20590. A check payable 
to the Treasurer of the United States for 
the total amount of all binding fees pay- 
able by each applicant shall accompany 
the applications. Binding fees are not re- 
turnable unless applications are rejected. 


§ 198.4 Time of attachment of insur- 
ance. ’ 


The war risk insurance to be provided 
under this part shall attach: 

(a) In the case of premium insurance, 
not earlier than the date and hour com- 
mercial war risk insurance terminates 
by feason of the operation of the “24- 
hour automatic termination clause,” 
whether or not the aircraft was covered 
by such commercial] insurance; and 

(b) In the case of nonpremium in- 
surance, as specified in the binder or 
policy. 


§ 198.5 Premiums and payment thereof. 


The rates of premium for insurance 
shall be subject to review and revision 
by the Federal Aviation Administrator 
each calendar month, and the Federal 
Aviation Administrator may deem it ap- 
propriate to fix premium surcharges or 
rate loadings. Premiums shall accrue up- 
on the fixing of the rates by the Federal 
Aviation Administrator, and shall be pay- 
able within 10 days after receipt of no- 
tice of the amounts thereof by the In- 


~ 


FEDERAL REGISTER, 
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sured. Premiums shall be paid to the 
Federal Aviation Administrator by check 
payable to the order of the Treasurer of 
the United States. . 


$198.6 War risk insurance underwriting 
agents. 


Applications from companies or groups 
of companies authorized to do an avia- 
tion insurance business in any State of 
the United States for appointment as un- 
derwriting agents will not be received 
until the Federal Aviation Administrator 
finds that it is practical to employ such 
companies as underwriting agents. The 
Federal Aviation Administrator will 
promulgate, and publish in the FrepErRaL 
RecisTer, the forms and agreements re- 
quired for the appointment of underwrit- 
ing agents. 


§ 198.7 Modifications. 


The provisions of this part may be 
amended or modified at any time by the 
Federal Aviation Administrator. 


Subpart B—War Risk Hull 
Insurance 


§ 198.100 Amounts of insurance for 
which application may be made. 


An applicant for war risk hull insur- 
ance shall state the amount of insurance 
desired, but any payment for damage to 
or total loss of the aircraft will be made 
as provided in § 198.103. 


§ 198.101 Form of application. 


Applicctions submitted shall be in 
strict accordance with one of the formr 
set forth in Appendix A of this part, as 
follows: 

(a) Application for Premium War 
Risk Hull and Liability, Exclusive of 
Cargo, Insurance, FAA Form 2000-2 
(12-67) (supersedes UST Form No. WRI- 
1 (9-63) ). 


¢b) Application for Nonpremium War 
Risk Hull and Liability, Exclusive of 
Cargo, Insurance, FAA Form 2000-2.1 
(12-67) (supersedes UST Form No. 
WRI-1B (9-63) ). 

(c) Application for Nonpremium War 
Risk Hull and Liability, Exclusive of 
Cargo, Insurance, FAA Form 2000-2.2 
(12-67) (supersedes UST Form No. WRI- 
1C (9-63)). 


§ 198.102 Issuance of interim binder; 
its terms and conditions. 


Upon acceptance of an application, an 
interim binder in the form of one of 
those named in § 198.106 will be issued 
and there shall be deemed to be incor- 
porated therein by reference, all of the 
terms, conditions and warranties con- 
tained in the standard war risk hull in- 
surance policy to be prescribed by the 
Federal Aviation Administrator pur- 
suant to the provisions of § 198.107, to 
the same extent as if such policy were 
made a part of the binder. The binding 
fee shall be $100 per aircraft. 


§ 198.103 Sums which will be insured. 


The sum insured, in each instance, 
may not exceed the amount in effect on 
the date of application by which the air 
carrier has insured, or self-insured, the 
aircraft against risks other than war 
risks: Provided, That such amount is 


not in excess of the “fair and reasonable 
value of the aircraft” within the mean- 
ing of section 1307(a) of the Federal 
Aviation Act of 1958, as amended. 


§ 198.104 Calculation of premiums. 


Premiums will be calculated on the 
basis of the applicable premium rate 
multiplied by the dollar amount of in- 
surance in force during the period under 
consideration. 


§ 198.105 Additional war risk hull insur- 


ance. 


Persons having insurable interests in 
aircraft may obtain, on an excess basis, 
additional war risk hull insurance in - 
such amounts as desired, and such in- 
surance shall not inure to the benefit of 
the Federal Aviation Administrator as 
underwriter. 


§ 198.106 Standard forms of war risk 
hull insurance interim binders. 


The standard forms ef war risk hull 


are set forth in Appendix B of this part, 
as follows: 

(a) Interim Binder No. PR-H&LWR, 
FAA Form 2000-3 (12-67) (supersedes 
UST Form No. WRI-2 (9-63) ). 

(b) Interim Binder No. NON-PR- 
H&LWR, FAA Form 2000-3.1 (12-67) 
(supersedes UST Form No. WRI-2C 
(9-63) ). 


§ 198.107 Standard forms of war risk 
hull insurance policies. 


The standard form of war risk hull 
insurance policy, FAA Form 2000-4 (12- 
67) (supersedes UST Form No. WRI-3B 
(9-63)), is set forth in Appendix C of 
this part. , 


Subpart C—War Risk Liability Insur- 
ance, Exclusive of Cargo Liability 


§ 198.200 Limits of liability insurance 
for which application may be made. 


Applicants for war risk liability — 
ance, exclusive of cargo liability, shall 
state the limits of liability desired, but 
such limits shall not exceed the corre- 
sponding amounts in effect on the date 
of application by which the Insured has 
insured, or self-insured, itself against 
liability arising from risks other than 
war risks involving the following cover- 
ages: 

(a) Bodily Injury or Death (Excluding 
Passengers) . 

(b) Property Damage. 

(c) Bodily Injury or Death (Passen- 
gers). 

(d) Baggage and Personal Effects. 

§ 198.201 Form of application. 


Applications submitted shall be in 
strict accordance with the forms named 
in § 198.101. 


§ 198.202 Issuance of interim binder; 
its terms and conditions. 


Upon acceptance of an application, 
there will be issued either an interim 
binder or a policy in the form of one of 
those named in § 198.106, § 198.107, or 
§ 198.206, and there shall be deemed to 
be incorporated in the interim binder by 
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reference all of the terms, conditions and 
warranties contained in the standard war 
risk liability insurance, exclusive of cargo 
liability, policy prescribed or to be pre- 
scribed by the Federal Aviation Adminis- 
trator, pursuant to the provisions of 
§ 198.206, to the same extent as if such 
policy were made a part of the binder. 
The binding fee of $100 per aircraft set 
forth in § 198.102 for war risk hull insur- 
ance shall also cover the cost of binding 
war risk liability insurance, exclusive of 
cargo liability. 


§ 198.203 Sums which will be insured. 


The sums insured shall not exceed the 
limits prescribed in § 198.200, 


§ 198.204 Calculation of premiums. 


Premiums for Bodily Injury or Death 
(Excluding Passengers) and Property 
Damage liability will be calculated by 
multiplying the applicable premium rate 
by airplane miles. Premiums for Bodily 
Injury or Death, Baggage and Personal 
Effects liability will be calculated by mul- 
tiplying the applicable premium rate by 
passenger miles. 


oa Standard forms of war risk 


ity insurance, exclusive of cargo 
liability, interim binders. 


The standard forms of war risk liabil- 
ity insurance, exclusive of cargo liability, 
interim binders for premium and non- 
premium insurance shall be those named 
in § 198.106. 


§ 198.206 Standard forms of war risk 
liability i insurance, exclusive of cargo 
liability, 

The standard form of war risk liability 
insurance, exclusive of cargo liability, 
policy, FAA Form 2000-5 (12-67) (super- 
sedes UST Form No. WRI-4B (9-63) ), is 
set forth in Appendix D of this part. ~ 


Subpart D—War Risk Carriers Liabil- 
ity to Cargo Insurance 


§ 198.300 Limits of liability insurance 
for which application may be made. 


Applicants for war risk carriers liabil- 
ity to cargo insurance shall state the 
limits of liability desired, but the limit 
for any one accident shall not exceed 
$1 million. 


§ 198.301 Form of application. 


Applications submitted shall be in 
strict accordance with one of the forms 
set forth in Appendix E of this part, as 
follows: 

(a) Application for Premium War 
Risk Carriers Liability to Cargo. Insur- 
ance, FAA Form 2000-6 (12-67) (super- 
sedes UST Form No. WRI-6 (9-63)). 

(b) Application for Nonpremium War 
Risk Carriers Liability to Cargo Insur- 
ance, FAA Form 2000-6.1 (12-67) (super- 
sedes UST Form No. WRI-6A (9-63)). 


§ 198.302 Issuance of interim binder; 
its terms and conditions. 


Upon acceptance of an application, an 
interim binder in the form of one of 
those named in § 198.305 will be 
and there shall be deemed to be incorpo- 
rated therein by reference all of the 
terms, conditions and warranties con- 
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tained in the standard war risk carriers 
liability to cargo insurance policies to be 
prescribed by the Federal Aviation Ad- 
ministrator, pursuant to the provisions 
of § 198.306, to the same extent as if 
such policies were made a part of the 
binder. The binding fee shall be $25 per 
aircraft. 


§ 198.303 Sums which will be insured, 

The sums insured shall be those stated 
in the application, but the liability for 
any one accident shall not exceed $1 
million. 

§ 198.304 Calculation of premiums. 

Premiums will be calculated by multi- 
plying the applicable premium rate by 
the gross revenue received by the Insured 
for the transportation of cargo. 

§ 198.305 Standard forms of war risk 
carriers liability to cargo insurance 
interim binders. 

The standard forms of carriers liability 


_to cargo insurance interim binders for 


premium and nonpremium war risk car- 
riers liability to cargo insurance are set 
forth in Appendix F of this part, as fol- 
lows: 

(a) Interim Binder No. PR-CLWR, 
FAA Form 2000-7 (12-67) (supersedes 
UST Form No. WRI-7 (9-63)). 

(b) Interim Binder No. NON-PR- 
CLWR, FAA Form 2000-7.1 (12-67) ¢su- 
persedes UST Form No. WRE-7A (9-63) ). 


§ 198.306 Standard forms of war risk 
carriers liability to earge insurance 


Standard forms of war risk carriers 
liability to cargo insurance policies for 
premium and nonpremium insurance will 
be prescribed by the Federal Aviation 
Administrator, and published in the Frzp- 
ERAL REGISTER as as amendment to this 
section. 

§ 198.307 Effect on other General Or- 
ders—War Risk Insurance. 

This part supersedes all General Or- 
ders—War Risk Insurance previously 


Type of coverage 
( ) Bodily injury or death (excluding 


4 eee 


General 


Insurance to attach, in the event of out- 
break of war between any of the four Great 
Powers (France, Great Britain and/or any 
of the British Commonwealth of Nations, 
the Union of Soviet Socialist Republics and 
the United States of America), at and from 
24 hours from midnight G.M.T. of the day 
on which such outbreak of war occurs. 
Nevertheless, should the aircraft: 


(1) Be in the air when such outbreak of 
war occurs, or 

(2) Being at an airport depart therefrom 
as a measure of safety in respect of an in- 
sured peril within 24 hours of such outbreak 
of war, this insurance shall not attach until 
midnight G.M.T. of the day on which the 
aircraft lands wherever such landing may be 


- DEPARTMENT OF ‘TRANSPORTATION, 


Each person Each occurrence 
amount requested ameunt requested 


20845 


APPENDIX A—FoRMs OF APPLICATION, NAMED 
In § 198.101 


The application forms that must be used 
under § 198.101 are as follows: 

(a) FAA Form 2000-2 (12-67) (supersedes 
UST Form No. WRI-1 (9-63) ). 


UNTreD STATES OF AMERICA 


PEDERAL 
AVIATION ADMINISTRATION 


Application for Premium War Risk Hull and 
Liability, Exclusive of Cargo, Insurance 


Application is made for premium War 
Risk Hull and Liability, exclusive of Cargo, 
Insurance, pursuant to Title XIII of the 
Federal Aviation Act of 1958, as amended, 
and in accordance with all provisions of law 
and subject to all limitations thereof, on 
the aircraft described in the attached Sched- 
ule of Aircraft, with the understanding that 
this application does not commit the Gov- 
ernment to any liability or make the appli- 
cant liable for any premium unless insur- 
ance is effected by the Federal Aviation Ad- 


Address 
Applicant’s 


interest in aircraft described is 


Amounts set forth in the attached “Sched- 
ule of Aircraft” as representing the amount 


- Of war risk hull insurance desired for each 


insured, that aireraft against risks other 
than war risks. 


Liability 


The type of coverage required for the air- 
craft described in the attached “Schedule of 
Aircraft” shall be indicated and the limits 
of lability for each such coverage shall be 
specified in the schedule, but such limits 
shall not exceed the corresponding amounts 
in effect on the date of this application by 
which the applicant has insured, or self-in- 
sured, itself against lability arising from 
risks other than war risks. 


Insurance (including ona 
in effect for risks other than 


Each person Each occurrence 


regardless of whether or not accidental dam- 
age has been sustained by the aircraft. 

If this application is for insurance with 
respect to a foreign-flag aircraft, it shall be 
accompanied by the statement specified in 
$1983 of the regulations of the Federal 
Aviation Administrator (14 CFR Part 198) 
which statement shall be deemed to be part 
of this application. 

fee (not returnable unless appli- 


‘cation is rejected) is $100 per aircraft. 


Check payable to the Treasurer of the 
United States for the total amount of all 
binding fees enclosed herewith. 

Rate of premium shall be fixed by the 
Federal Aviation Administrator, acting for 
the Secretary of Transportation. 

The war risk insurance applied for here- 
under shall not cover war risks on persons 
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or property engaged or transported exclu- 
sively in air commerce within the severai 
States of the United States and the District 
of Columbia. 

Applicant warrants that the particulars 
herein are true and complete to the best of 
his knowledge and that no information has 
been withheld or suppressed. 

Applicant agrees that this application and 
the terms and conditions of the form of 
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policy prescribed by the Federal Aviation 
Administrator, acting for the Secretary of 
Transportation, will constitute the basis of 
any contract between him and the United 
States of America. 


Applicant 


Schedule of Aircraft 
To be attached to FAA Form 2000-2 (12-67) 


Amount of war risk hull 
insurance desired for 
ch eircra: 


Make, model. and configuration FAA identification No. 


, cargo, or convertible) 


(b) FAA Form 2000-2.1 (12-67) (Super- 
sedes UST Form No. WRI-1B (9-63) ). 


UNtrep STATES OF AMERICA 


DEPARTMENT OF TRANSPORTATION, FEDERAL 
AVIATION ADMINISTRATION 


Application for Nonpremium War Risk 
Hull and Liability, Exclusive of Cargo, 


Insurance 


Application is made for War Risk Hull and 
Liability, exclusive of Cargo, insurance, with- 
out premium, pursuant to Title XIII of the 
Federal Aviation Act of 1958, as amended, 
and in accordance with all provisions of law 
and subject to all limitations thereof, on the 
aircraft described in the attached “Schedule 
of Aircraft and Government Contracts,” 
while being operated under the air transpor- 
tation contract(s) with the Department of 
Defense, referred to in such schedule, with 
the understanding that this application does 
not commit the Government to any liability 
unless insurance is effected by the Federal 
Aviation Administrator. 


Amounts set forth in the attached “Sched- 
ule of Aircraft and Government Contracts” 
as representing the amount of war risk hull 
insurance desired for each such aircraft shall 


Amount for which each aircraft 
is currently insured (including 
self-insurance) for risks other 


not exceed the amount, in effect on the date 
of this application, by. which the applicant 
has insured, or self-insured, that aircraft 
against risks other than war risks. 


Liability 


The type of coverage required for the air- 
craft described in the attached “Schedule of 
Aircraft and Government Contracts” shall be 
indicated and the limits of liability for each 
such coverage shall be specified in the sched- 
ule, but such limits shall not exceed the cor- 
responding amounts in effect on the date of 
this application by which the applicant has 
insured, or self-insured, itself against liabil- 
ity arising from risks other than war risks. 

The application shall be accompanied by 
copies of any commercial war risk insurance 
policy and any company plan of self-insur- 
ance applicable to the aircraft listed in the 
“Schedule of Aircraft and Government Con- 
tracts.” 

The application shall also be accompanied 
by a statement signed, in his personal capac- 
ity, by the same corporate official who signs 
the application on behalf of the applicant, 
which statement shall be considered to be 
incorporated in the application and to form 
@ part thereof. The statement shall show 
that the applicant: 

(a) Controls and operates the aircraft 
listed in the attached “Schedule of Aircraft 
and Government Contracts” and that such 
aircraft are committed, under the contracts 
listed in such schedule, to the Department 
of Defense for use during an air transporta- 
tion emergency; 

(b) Cannot obtain war risk insurance of 
the type requested on reasonable terms and 
conditions from companies authorized to do 
an insurance business in a State of the 


United States, or has partial commerical in- 
surance coverage % war risks, but is 
unable to obtain the additional needed in- 
surance of the type requested on reasonable 
terms and conditions from such commercial 
sources; 

(c) Is maintaining and has maintained 
during the 6-month period preceding this 
application (or since the aircraft was ac- 
quired if acquired during the 6-month 
period) insurance, including demonstrable 
self-insurance, covering possible injury, loss 
or damage from risks other than war risks 
in amounts which equal or exceed the-war 
risk insurance coverages requested in the ap- 
plication; and 

(ad) Shall name the commercial insurance 
carriers which have been contacted and the 
premium rates quoted by such carriers which 
he considers not reasonable, and any condi- 
tions or limitations which those carriers 
would impose in connection with war risk 
insurance which would cause their insurance 
to be inapplicable to some or all of the 
operations under the Government contracts 
listed in the “Schedule of Aircraft and Gov- 
ernment Contracts.” 


General 


Insurance to attach at the time and date 
specified in the Policy issued pursuant to 
this application. 

The war risk insurance applied for here- 
under shall not cover war risks on persons or 
property engaged or transported exclusively 
in air commerce within the several States of 
the United States and the District of 
Columbia. 

The “Schedule of Aircraft and Government 
Contracts” attached hereto may be revised 
from time to time by agreement of the 
Federal Aviation Administrator and the In- 
sured and with the approval of the Military 
Air Transport Service to add aircraft or to 
add contracts. 

Applicant warrants that the particulars 
herein are true and complete to the best of 
his knowledge and that no information has 
been withheld or suppressed. 

Applicant agrees that this application, in- 
cluding all attachments hereto, all revisions 
of such schedule hereinafter accepted by 
the Government and the terms and condi- 
tions of the policies issued by the Federal 
Aviation Administrator, acting for the Sec- 
retary of Transportation, for war risk hull 
and liability, exclusive of cargo, insurance, 
will constitute the basis of any contract be- 
tween him and the United States of America. 

Binding fee (not returnable unless appli- 
cation is rejected) is $100 per aircraft listed 
on the “Schedule of Aircraft and Govern- 
ment Contracts,” or any revision of such 
schedule adding aircraft. 

Check payable to the Treasurer of the 
United States for the total amount of all 


(Application must be signed by a respon- 
sible corporate official authorized to sign the 
application and to agree, for the Insured, in 
changes to the schedule.) 
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Schedule of Aircraft and Government Contracts 
To be attached to FAA Forms 2000-2.1, 2000-4, and 2000-5 (12-67) 
Atreraft 


Make, model and comfiguration FAA identification No: 
( passenger, cargo, or convertible) or equivalent 


Each per: 


Amount for which conker 
Amount of war risk hull is currently insured (i 
insurance desired for Se me 


Insurance (including self-insurance) 
in effect for risks other than war risks 
Each occurrence 


amount Seoeeed amount requested Each person Each occurrence 


( ) Bodily injury or death {excluding 
pena 


(c) FAA Form 2000-2.2 (12-67) (supersedes 
UST Form No. WRI-1C (9-63) ). 


UNITED STATES OF AMERICA 
DEPARTMENT OF TRANSPORTATION, 
FPeperat AVIATION ADMINISTRATION 


Application for Nonpremium War Risk Hull 
and Liability, Exclusive of Cargo, Insurance 


Application is made for War Risk Hull and 
Liability, exclusive of Cargo, Insurance, with- 


out premium, pursuant to Title XIII of the 


Federal Aviation Act of 1958, as amended, and 
in accordance with all provisions of law and 
subject to all limitations thereof, on the air- 
craft described in the attached Schedule of 
Aircraft, with the understanding that this 
application does not commit the Govern- 
ment to any liability unless imsurance is 
effected by the Federal Aviation Admin- 
istrator. 


Name of Applicant . 

Address 

Date and number of Applicant’s Department 
of State contract(s) 

Applicant’s interest in aircraft described s 


that of 
Mortgage, or other encumbrance, if any 


Amounts set forth in the attached “Sched- 
ule of Aircraft” as representing the amount 
of war risk hull insurance desired for each 
such aircraft shall not exceed the amount in 
effect on the date of this application, by 
which the applicant has insured, or self- 
insured, that aircraft against risks other than 
war risks. . 

Liability 


The type of coverage required for the air- 
craft described in the attached “Schedule of 
Aircraft’ shall be indicated and the limits of 
Hability for each such coverage shall be spec- 
ified in the schedule, but such limits shall 
not exceed the corresponding amounts in 
effect on the date of this application by which 
the applicant has insured, or self-insured, 
itself against liability arising from risks other 
than war risks. 


Insurance 
tn affect for risks ether thom wer riske 


Each person Each oecurrence 


Type of coverage 
( ) ae innxy or death (excluding 


Insurance to attach while the aircraft de- 
scribed in the attached schedule are being 
operated “under applicant’s Department of 
State contract(s) No. ...., dated 

Binding fee (not returnable unless appli- 
cation is rejected) is $100 per aircraft. * 

Check payable to the Treasurer of the 
United States for the “otal amount of all 
binding fees enclosed herewith. 

The war risk insurance applied for here- 
under shall not cover war risks on persons 
or property engaged or transported exclu- 
sively in air commerce within the several 
States of the United States and the Distriet 
of Columbia. 


amount requested amountrequested Each person Bach oceurrence 


Applicant warrants that the particulars 
herein are true and complete to the best of 
his knowledge and that no infermation has 
been withheld or suppressed. 

Applicant agrees that this application and 
the terms and conditions of the form of 
policy prescribed by the Federal Aviation 
Administrator, acting for the Secretary of 
Transportation, for war risk hull and liabil- 
ity, exclusive of cargo, insurance provided 
to U.S. air carriers having agreements with 
the Department of State will constitute the 
basis of any contract between him and the 


Sehedile of Aircraft 
Te be attached to FAA Form 2000-2. 2 (12-67) 


Make, medel and configuration FAA ee No. 
(passenger, cargo, or convertible) or equivalent 


= for — ot aircra; 

currently insur 
self-insurance) for risks other 
than war risks 


Amount of war risk hull 
insurance desired for 
each aircraft 
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APPENDIX B—STANDARD ForRMS oF Wak Risk 
Hui. INSURANCE INTERIM BINDERS, NAMED 
In § 198.106 


The standard form Interim Binders pre- 
scribed under § 198.106 are as follows: 

(a) FAA Form 2000-3 (12-67) (supersedes 
UST Form No. WRI-2 (9-63) ). 


UNITED STATES OF AMERICA 


DEPARTMENT OF TRANSPORTATION, FEDERAL 
AVIATION ADMINISTRATION 


Incerim Binder No. PR-H&LWR 


The United States of America, represented 
by the Federal Aviation Administrator, acting 
for the of taon, in con- 
sideration of the binding fee and premium 
provided for herein, hereby insures, in accord- 
ance with applicable provisions of law and 
subject to all limitations thereof, particu- 
larly Title XIII of the Federal Aviation Act 
of 1958, as amended, against Hull and Lia- - 
bility, exclusive of Cargo, War Risks only, 
subject to the conditions stated herein, on 
the aircraft described in the attached Sched- 


Amounts set forth in the “Schedule of Air- 
craft” attached to the Insured’s application 
for premium war risk hull and liability, ex- 
clusive of cargo, insurance, a copy of which 
is attached hereto and made a part hereof, 
as representing the amount of war risk hull 
insurance desired for each of such aircraft, 
shall be deemed to be the “sum insured”; 
Provided, This amount, in each instance, 
may not exceed either (i) the amount deter- 
mined by the Federal Aviation Administrator 
in accordance with the provisions of section 
1307(a), Title XIII of the Federal Aviation 
Act of 1958, as amended (49 U.S.C. 1537(a)), 
or (ii) the amount in effect on the date of 
application for this insurance by which the 
Insured has insured, or self-insured, that 
aircraft against risks other than war risks 
covered by this binder. 


Liability 


Insurance of the type indicated and in the 
mits shown below is provided in respect 
te each of the aircraft shown in the attached 
“Schedule of Aircraft’’: 


Each Each 


occurrence 


sengers, 
Baggage and personal effects _ _ 


The above amounts may not exceed the 
corresponding amounts in effect on the date 
of application for this insurance by which 
the Insured has insured, or self-insured, it- 
self against similar liabilities arising from 
risks other than war risks covered by this 
binder. 


General 


Attaching in the event of outbreak of war 
between any of the four Great Powers 
(Prance, Great Britain and/or any of the 
British Commonwealth of Nations, the Union 
of Soviet Socialist Republics and the United 
States of America), at and from 24 hours 
from midnight G.M.T. of the day on which 
such outbreak of war occurs. Nevertheless, 
should the aircraft: 

(1) Be in the air when such outbreak of 
War occurs, or : 

(2) Being at an airport depart therefrom 
as @ measure of safety in respect to an in- 
sured peril within 24 hours of such out- 
break of war, this insurance shall not attach 
until midnight G.M.T. of the day on which 
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the aircraft lands wherever such landing 
may be regardless of* whether or not acci- 
dental damage has been sustained by the 
aircraft. 

This binder shall terminate: 

(a) Upon expiration of the authority of 


Federal Aviation Act of 1958, as amended, or 

(b) Three years from its date, or 

(c) Pive days after telegraphic notice of 
cancellation has been dispatched to the 
Insured by the Federal Aviation Adminis- 
trator, or 

(a) Upon the issuance of a policy by the 
Federal Aviation Administrator with respect 
to any insurance bound herein which is 
covered by that policy, whichever shall occur 
first. 

The Insured agrees that if the amounts of 
imsurance, or self-insurance, carried against 
loss, damage, or lability arising from risks 
other than war risks are voluntarily reduced 
to amounts less than the amounts of in- 
surance provided by this binder, the in- 
surance under this binder shall be considered 
to have been automatically reduced to the 
new amounts at the time of such reduction. 


The insurance provided hereunder does not 
cover any war risks on persons or property 
engaged or transported exclusively in air 
commerce within the several States of the 
United States and the District of Columbia. 

There shall be deemed to be incorporated 
herein all of the terms, conditions, and 
warranties contained in the applicable war 
risk hull and war risk liability, exclusive of 
eargo, insurance policies prescribed by the 
Federal Aviation Administrator pursuant to 
the provisions of §§ 198.107 and 198.206, re- 
spectively, of the regulations of the Federal 
Aviation Administrator (14 CFR Part 198). 


The premium rate for this insurance shall 
be subject to review and revision by the 
Federal Aviation Administrator each calen- 
dar month. Unless the revised premium rate 
is accepted in writing by the Insured within 
10 days after dispatch of notice of the 
amount thereof, the imsurance provided 
hereunder shall automatically terminate at 
the end of such 10-day period. Premium at 
the new revised rate shall be charged for the 
10-day period during which this insurance 
remained in force, unless the Federal Avia- 
tion Administrator receives notice within 
such period of the refusal of the insured to 
accept such new revised premium rate, in 
which event premium at the new revised 
rate shall be charged for that portion of the 
10-day period prior to receipt of such notice. 
Upon receipt of such notice of nonaccept- 
ance, the insurance provided hereunder shall 
terminate, notwiths any other pro- 
vision for cancellation in this binder. In the 
event this insurance is cancelled, or other- 
wise terminated, and not replaced by a 
policy, there shall be a premium charge here- 
under for the period during which this in- 
surfnce has been in force. Premium pay- 
ments shall be made to the Federal Aviation 
Administrator by check payable to the order 
of the Treasurer of the United States of 
America. 


In the event of any loss covered by this 
binder, prompt notice thereof shall be given 
by the Insured to the Federal Aviation Ad- 
ministrator, but failure to give such prompt 
notice because of wartime conditions or reg- 
ulations shall not prejudice this insurance. 
The Insurer shall be subrogated to all rights 
which the Insured may have against any 
other person or entity in respect of any pay- 
ment made under this binder to the extent 
of such payment, and the Insured shall, 
upon the request of the Insurer, execute all 
documents necessary to secure such rights 
to the Insurer. 

Warranted that during the period of this 
binder and the term of any insurance at- 


RULES AND REGULATIONS 


taching hereunder the aircraft is (1) an 
American aircraft as defined in section 1301 
(a), Title XIII of the Federal Aviation Act 
of 1958, as amended, or (2) a foreign-fiag air- 
craft in aireraft operations deemed 
by the Federal Aviation Administrator to be 
in the interest of the national defense or the 
national economy of the United States, and 
if, at- any time during the binder period or 
after insurance attached hereunder, the air- 
craft shall cease to come within either (1) or 
(2) above, this binder and insurance pro- 
vided hereunder shall automatically ter- 
minate at the time of such change with re- 
spect to such aircraft, without return of 
premium unless the Federal Aviation Ad- 
ministrator agrees otherwise. 


UNITED STaTES OP AMERICA 


By FEDERAL AVIATION ADMIN- 
ISTRATOR, ACTING FOR THE 
SECRETARY OF TRANSPORTA- 


(FEDERAL AVIATION ADMIN- 
ISTRATOR) 


(b) FAA’ Form 2000-3.1 (12-67) (super- 
sedes UST Form No. WRI-2C (9-63)). 


UNITED STATES OF AMERICA 


DEPARTMENT OF ‘TRANSPORTATION, FEDERAL 
AVIATION ADMINISTRATION 


Interim Binder No, NON-PR-H&LWR 


The United States of America, represented 
by the Federal Aviation Administrator, acting 
for the Secretary of Transportation, in con- 
sideration of the agreement of the Secretary 
of State to indemnify the Secretary of Trans- 
portation against all losses covered by war 
risk insurance provided, without premium, 
for United States air carriers having agree- 
ments with the Department of State for the 
continuation of regularly scheduled service 
or the provision of charter service, and in 
consideration of the binding fee provided for 
herein, hereby insures, in accordance with 
applicable provisions of law and subject to 
all limitations thereof, particularly Title XIII 
of the Federal Aviation Act of 1958, as 
amended, against Hull and Liability, exclu- 
sive of Cargo, War Risks only, subject to the 
conditions stated herein, on the aircraft de- 
scribed in the attached Schedule of Aircraft 
while being operated by the Insured under 
Department of State contract(s) No. 


Amounts set forth in the “Schedule of Air- 
craft” attached to the Insured’s application 
for war risk hull and Hability, exclusive of 
cargo, insurance, without premium, a copy 
of which is attached hereto and made a part 
hereof, as representing the amount of war 
risk hull insurance desired for each of such 
aircraft, shall be deemed to be the “sum in- 
sured”; Provided, This amount, in each in- 
stance, may not exceed either (i) the amount 
determined by the Federal Aviation Admin- 
istrator in.accordance with the provisions of 
section 1307(a), Title XIII of the Federal 
Aviation Act of 1958, as amended (49 U.S.C. 
1537(a)), or (ii) the amount in effect on the 
date of application for this insurance by 
which the Insured has insured, or self-in- 
sured, that aircraft against risks other than 
war risks covered by this binder. 


Liability 


Insurance of the type indicated and in 
the limits shown below is provided in re- 


spect to each of the aircraft shown in the 
attached “Schedule of Aircraft”; 


Each Each 
person occurrence 


Type of coverage 
Bethy injury or death (ex- 


sengers) 
Baggage and personal effects - . 


The above amounts may not exceed the 
corresponding amounts in effect on the date 
of application for this insurance by which 
the Insured has insured, or self-insured, it- 
self against similar liabilities arising from 
risks other than war risks covered by this 
binder. 

General 


Attaching when the Insured commences 
performance of services under Department 
of State contract(s) No. 

This binder shall terminate: 

(a) Upon expiration of the authority of 
the Secretary of ‘Transportation to provide 
War Risk Insurance under Title XIII of the 
Federal Aviation Act of 1958, as amended, or 

(b) Three years from its date, or 

(c) Upon expiration or cancellation of the 
Insured’s Department of State contract(s) 

Gate 16 c2c lw. , or 

(da) Five days after telegraphic notice of 
cancellation has been dispatched to the In- 
sured by the Federal Aviation Administrator, 
or 


(e) Upon the issuance of a policy by the 
Federal Aviation Administrator, with respect 
to any insurance bound herein which is cov- 
— by that policy, whichever shall occur 

The Insured agrees that if the amounts 
of insurance, or self-insurance, carried 
against loss, damage, or liability arising from 
risks other than war risks are voluntarily 
reduced to amounts less than the amounts 
of insurance provided by this binder, the 
insurance under this binder shall be con- 
sidered to have been automatically reduced 
to the new amounts at the time of such 
reduction. 

The insurance provided hereunder does not 
cover any war risks on persons or property 
engaged or transported exclusively in air com- 
merce within the several States of the United 
States and the District of Columbia. 

There shall be deemed to be incorporated 
herein all of the terms, conditions, and war- 
ranties contained in the applicable war risk 
hull and war risk liability, exclusive of cargo, 
insurance policies prescribed by the Federal 
Aviation Administrator pursuant to the pro- 
visions of §§ 198.107 and 198.206, respectively, 
of the regulations of the Federal Aviation Ad- 
ministrator (14 CPR Part 198). 

In the event of any loss covered by this 
binder, prompt notice thereof shall be given 
by the Insured to the Federal Aviation Ad- 
ministrator, but failure to give such prompt 
notice because of wartime conditions or regu- 
lations shall not prejudice this insurance. 
The Insurer shall be subrogated to all rights 
which the Insured may have against any 
other person or entity in respect to any pay- 
ment made under this binder to the extent of 
such payment, and the Insured shall, upon 
the request of the Insurer, execute all docu- 
ments necessary to secure such rights to the 
Insurer. 

Warranted that during the period of this 
binder and the term of any insurance at- 
taching hereunder the aircraft is an Ameri- 
can aircraft as defined in section 1301(a). 
Title XIII of the Federal Aviation Act of 
1958, as amended, and if at any time during 
the binder period or after insurance attaches 
hereunder, the aircraft shall cease to be an 
American aircraft as so defined, or ceases to 
be under the agreement with the Depart- 
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ment of State, this binder and insurance 
provided hereunder shal] automatically ter- 
minate at the time of such change with 
respect to such aircraft, without return of 
pinding fee waless the Federal Aviation Ad- 
ministrator ag rees otherwise. 


UNITED STATES OF AMERICA 
By FreveraL AVIATION ADMINISTRATOR, 
ACTING FOR THE SECRETARY OF 


APPENDIX C—STANDARD ForMS OF Wak RISK 
HuLL INSURANCE POLICIES, NAMED IN § 198.107 


The standard form -policy prescribed under 
§ 198.107 is as follows: 

FAA Form 2000-4 (12-67) (supersedes UST 
Form No. WRI-3B (9-63) ). 


UNITED STATES OF AMERICA 
DEPARTMENT OF TRANSPORTATION 
FEDERAL AVIATION ADMINISTRATION 
Policy No. NON-PR-HWR 


The United States of America (hereinafter 
referred to as the Insurer), represented by 
the Federal Aviation Administrator, acting 
for the Secretary of Transportation, by this 
Policy of Insurance, in accordance with ap- 
plicable provisions of law and subject to all 
limitations thereof, particularly Title XIII of 
the Federal Aviation Act of 1958, as amended, 
and in consideration of the agreement of the 
Secretary of Defense to indemnify the Secre- 
tary of Transportation against all losses 
covered by War Risk Insurance provided, 
without premium, for U.S. air carriers having 
air transportation contracts with the Depart- 
ment of Defense and the payment of binding 
fees, does insure, without premium, the air- 
craft described in the attached “Schedule of 
Aircraft and Government Contracts” ‘or the 

(hereinafter referred 
to as the Insured) while being om ed by 
the Insured under a contract listed .o the 
Schedule. 


Loss, if any, payable to -.----.----.. exewee 


Amounts set forth in the “Schedule of 
Aircraft and Government Contracts” at- 
tached to the Insured’s application for war 
risk hull and Mability, exclusive of cargo, 
insurance, without premium, a copy of which 
is attached hereto and made a part hereof, 
as representing the amount of war risk hull 
insurance desired for each of such aircraft 
shall be deemed to be the “sum insured”; 
Provided, This amount, in each instance, may 
not exceed either (i) the amount determined 
by the Federal Aviation Administrator in 
accordance with the provisions of section 
1307(a), Title XIII of the Federal Aviation 
Act of 1958, as amended (49 U.S.C. 1537(a) )., 
or (ii) the amount in effect on the date of ap- 
plication for this insurance by which the In- 
sured has insured, or self-insured, that air- 
Craft against risks other than war risks 
covered by this Policy. 


The Insured agrees that if the amount of 
insurance or self-insurance, carried against 
loss or damage from risks other than war 
risks is voluntarily reduced to an amount less 
than the amount of insurance provided by 
this Policy, the insurance under this Policy 
shall be considered to have been automati- 
cally reduced to the new amounts at the time 
of such reduction. 

The “Schedule of Aircraft and Government 
Contracts” attached hereto may be revised 
from time to time by agreement of the Fed- 
eral Aviation Administrator and the Insured 
and with approval of the Military Air Trans- 
port Service to add aircraft or to add con- 
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The insurance covers from --...-M., e.s.t, 

y , 19.. until 

cancelled or terminated in accordance with 
the terms of this Policy. 

This insurance covers all physical loss or 
damage to the aircraft described and set 
forth in the “Schedule of Aircraft and Gov- 
ernment Contracts” attached hereto, in- 
cluding engines, navigational instruments, 
parts and equipment usually carried on said 
aircraft, resulting from the risks which 
would be excluded from a commercial Avia- 
tion. Hull Policy by the following clause: 

“Loss or damage due to or resulting from: 
(1) Capture, seizure, arrest, restraint or de- 
tention or the consequences thereof or of 
any attempt thereat, or any taking of the 
property insured or damage to or destruc- 
tion thereof by any Government or govern- 
mental authority or agent (whether secret 
or otherwise) or by any military, naval or 
usurped power, whether any of the foregoing 
be done by way of requisition or otherwise 
and whether in time of peace or war and 
whether lawful or unlawful; (2) war, in- 
vasion, civil war, revolution, rebellion, in- 
surrection or warlike operations, whether 
there be a declaration of war or not.” 

Notwithstanding anything contained in 
the foregoing clause, this insurance does not 
cover any loss or damage caused by or re- 
sulting from capture, seizure, arrest, re- 
straint, detainment, preemption, confisca- 
tion or requisition by the Government of 


and conditions of this Policy: 


aircraft, and (2)\ in respect to partial loss: 
(a) I* repairs are made by other than. the 
Insured, the cost to repair the 
property with material of 
quality, plus the reasonable 
porting new and/or damaged 
the damaged aircraft to place of 
the return of the repaired aircraft to place 
of accident or home airport, whichever be 
nearer. 
(b) If repairs are made by the Insured, 
the total of the following items: 


excluding extra charges for overtime. 

Til. A reasonable percentage of Item II in 
lieu of all overhead, including supervisory 
services, or actual overhead costs as deter- 
mined by the Federal Aviation Administrator. 

IV. The reasonable cost of transporting 
new and/or damaged parts and/or the dam- 
aged aircraft to place of repair and return 
of the repaired aircraft to place of accident 
or home airport, whichever be nearer. 

(c) If repairs are not made and the air- 
craft is subsequently lost, then the esti- 
mated cost of making such repairs to the 
damaged property with material of like kind 
and quality. 

The amount due under this Policy in re- 
spect to a partial loss shall not exceed the 
amount due were the loss payable as a total 
loss. Where the -amount paid hereunder is 
equal to the amount payable as a total loss, 
any salvage value remaining shall inure to 
the benefit of the Insurer. There shall, how- 
ever, be no abandonment without the con- 
sent of the Insurer. 

The sum insured shall be reduced by the 
amount of any loss or damage, whether or 
not covered by this Policy, until repairs have 
been completed. 

In the event of any loss covered by this 
Policy, prompt notice thereof, on being 
known to the Insured, shall be given by the 
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Insured to the Federal Aviation Administra- 
tor, but failure to give such prompt notice 
because of wartime conditions or regulations 
shall not prejudice this insurance. 

Within sixty (60) days after loss or dam- 
age, the Insured shall render to the Federal 
Aviation Administrator a proof of loss signed 
and sworn to by the Insured, stating the 
place, time and cause of the loss or damage, 
the interest of the Insured and of all others 
in the property, the sound value thereof, the 
amount and nature of the loss or damage, all 
encumbrances thereon, all changes in title, 
and all other insurance covering said prop- 
erty whether valid and collectible or not. 

The Insurer shall be subrogated to all the 
rights which the Insured may have against 
any other person or entity, in respect of any 
payment made under this Policy, to the ex- 
tent of such payment, and the Insured shall, 
upon the request of the Insurer, execute all 
documents necessary to secure to the Insurer 
such rights. 

The insurance provided hereunder covers 
only loss or damage to the aircraft described 
in the attached “Schedule of Aircraft and 
Government Contracts” while the aircraft 
is being operated by the Insured, during the 
Policy period, under a contract listed in that 
Schedule when the loss or damage occurs. 
Such operations under the listed contracts 
shall be deemed to include ferry flights to 
position or deposition the aircraft, provided 
that on such ferry flight the aircraft does 
not carry any passengers, cargo or mail for 
remuneration or hire, and provided further 
that such ferry flight is operated nonstop 
(1) to the point of origin of the military 
traffic flight or (ii) from the point of des- 
tination of the military traffic flight back to 
the point of origin, or to a maintenance 
base normally used by the Insured, or to a 
point where the Insured intends to place 
the aircraft in commercial or military service. 

The insurance provided hereunder does 
not cover any war risks on aircraft engaged 
exclusively in air commerce within the sev- 
eral States of the United States_and the 
District of Columbia. 

This Policy shall terminate: 

(a) Upon expiration of the authority of 
the Secretary of Transportation to provide 
War Risk Insurance under Title XIII of the 
Federal Aviation Act of 1958, as amended, or 

(b) Five (5) days after telegraphic notice 
of cancellation has been dispatched to the 
Insured by the Federal Aviation Adminis- 
trator, or 

(c) As to any aircraft or contract upon 
the date specified in a notice from the In- 
sured to the Federal Aviation Administrator 
requesting such cancellation, or 

(a) As to any aircraft or contract five (5) 
days after telegraphic notice of cancellation 
has been dispatched to the Insured by the 
Federal Aviation Administrator with the ap- 
proval of the Military Air Transport Service. 

Warranted free from any claim for loss, 
damage or expense covered under any com- 
mercial policy in effect for the benefit of the 
Ingured. This Policy may be cancelled, in 
whole or in part, by the Federal Aviation 
Administrator if comparable insurance be- 
comes obtainable on reasonaole terms and 
conditions from companies authorized to do 
an insurance business in a State of the 
United States. The Insured that it 
will promptly notify the Federal Aviation 
Administrator of any significant change in 
the terms and conditions under which in- 
surance of the type provided by this Policy 
is obtainable from such sources. 

Warranted during the term of this tn- 
surance the aircraft insured hereunder are 
American aircraft as defined in section 1301 
(a), Title XIII of the Federal Aviation Act 
of 1958, as amended, and if at any time dur- 
ing such term an aircraft shall cease to be 
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an American aircraft as so defined, the in- 
surance provided hereunder shall automati- 
cally terminate at the time of such change 
with respect to such aircraft without the 
return of binding fee unless the Federal 
Aviation Administrator agrees otherwise. 


UNITED STATES OF AMERICA 
By FEepERAL AVIATION ADMINISTRATOR, 

ACTING FOR THE SECRETARY OF 

‘TRANSPORTATION. 


Nore: Additional standard forms of war 
risk hull insurance policies will be pre- 
scribed by the Federal Aviation Adminis- 
trator, and published in the Frnerat ReEcis- 
TER aS an amendment to § 198.197 and this 
appendix. . 


Appenprx D—Sranparp Forms oF War RISK 
LiaaBimuiry INSURANCE, EXCLUSIVE OF CARGO 
LaaBruiry, Pouicres, NAMED IN § 198.206 


The standard form policy prescribed under 
§ 198.206 is as follows: 


FAA Form 2000-5 (12-67) (supersedes UST 
Form No. WRI-4B (9-63)). 


Untrep STATES OF AMERICA 


DEPARTMENT OF ‘TRANSPORTATION, 
AVIATION ADMINISTRATION 


FEDERAL 


The United States of America (hereinafte 
the Federal Aviation Administrator, acting 
for the Secretary of Transportation, by this 
policy of imsurance, in accordance with 
e@pplicable proviefons of law and subject to all 
limitations thereof, particularly Title XIII 
of the Federal Aviation Act of 1958. as 
amended, and in consideration of the agree- 
ment of the Secretary of Defense, to in- 
demnify the Secretary of Transportation 
against all losses covered by War Risk Insur- 
ance provided, without premium, for U.S. air 
carriers having air transportation tracts 
with the Department of Defense and the pay- 
ment of binding fees, does insure, without 
premium, (hereinafter referred 
to as the Insured) as specified in this Policy. 

Insurance of the type indicated and in the 
limits shown below is provided in respect to 
each of the aircraft shown in the “Schedule 
of Aircraft and Government Contracts,” at- 
tached hereto and made a part hereof, while 
being operated by the Insured under a con- 
tract listed in such schedule. The “Schedule 
of Aircraft and Government Contracts” may 
be revised from time to time by agreement 
of the Federal Aviation Administrator and 
the Insured and with the approval of the 
Military Air Transport Service to add aircraft 
er to add contracts. 


The above amounts may not exceed the 
corresponding amounts in effect on the date 
ef application for this insurance by which 
the Insured has insured, or self-insured, it- 
self against similar liability arising from 
risks other than the war risks eovered by 
this Policy. 

The Insured agrees that if the amounts 
of insurance, or self-insurance, carried 
against liabilities arising from such other 
risks are reduced to amounts less than the 
amounts of insurance provided by this 
Policy, the insurance under this Policy shall 
be considered to have been automatically 
reduced to the new amounts at the time of 
such reduction. 


FEDERAL REGISTER, 


RULES AND REGULATIONS 


cancelled or terminated in aceordance with 


. the terms of this Policy. 


Subject to the limits of liability, exclu- 
sions, conditions and other terms of this 
Policy, the Insurer hereby agrees to pay on 
behalf of the Insured al sums which the 
Insured shall be legally liable to pay and 
shall pay or by final judgment be adjudged 
to pay to any person or persons, including 
damages for care and loss of services, for 
personal injuries sustained, ineluding death 
at any time resulting therefrom, or by reason 
ef loss or damage to or destruction of prop- 
erty, including the loss of use thereof (but 
including property owned, rented, leased, in 


of the aircraft described and set forth in the 
attached “Schedule of Aircraft and Govern- 
ment Contracts” (each aircraft separately 
insured), while such aircraft are being op- 
erated by the Insured under the contracts 
Msted in the Schedule, resulting from the 
Tisks which would be excluded from a com- 
mercial Aviation Liability Policy by the fol- 
lowing clause: 

“Any liability arising out of occurrence due 
directly or indirectly to war, invasion, in- 
surrection, military, naval or usurped power, 
or by order of any civil authority.” 

Notwithstanding anything contained in 
the foregoing clause, this insurance does not 
cover any loss or damage or any legal lia- 
bility arising out of or caused by or resulting 
from capture, seizure, arrest, restraint, de- 
tainment, preemption, confiscation or requi- 
sition by the Government of the United 
States, or from arrests, restraints, or detain- 
ments under Customs or quarantine regule- 
tions or similar arrests, restraints or detain- 
ments not arising from actual or impending 
hostilities or sanctions. 

The Insured shall, unlesg directed other- 
wise by the Insurer: defend in its name and 
behalf any suit against it alleging such in- 
jury or destruction and seeking damages on 
account thereof, even if such suit is ground- 
less, false or fraudulent; but the Insurer 
shall at its election have the right to par- 
ticipate in or conduct sueh defense and to 
make such investigation, negotiation and 
settlement of any claim or suit ag may be 
deemed expedient by the Insurer. 

The Insurer shall reimburse the Insured, 
if suit is defended by the Insured, for: All 
premiums on bonds to release attachments 
for an amount not in excess of the applicable 
limits of Hability of this Policy, all premiums 
on appeal bonds required in such suit, all 
costs taxed against the Insured in such suit, 
all expenses incurred by the Insured, all 
interest accruing after entry of judgment 
until the Insurer has paid, temdered or de- 
posited in court such part of such judgment 
as does not exceed the limit of the Insurer’s 
liability thereon: Provided, That the Insurer 
shall pay only such expenses incurred as & 
result of a claim covered by this Policy. 

In the event of any happening which may 
result in loss, damage or expense for which 
the Insurer may become Hable, prompt notice 
thereof, on being known to the Insured, shall 
be given by the Insured to the Federal Avia- 
tion Administrator, but failure to give such 
prompt notice because of wartime emergency 
conditions or regulations shell not prejudice 
this insurance. 

If claim is made or suit is brought against 
the Insured, the Insured shall immediately 
forward to the Insurer a copy of every de- 
mand, notice, summons or other process re- 
ceived by him or his representatives. 

The Insured shall not make any admis- 
sion of liability, either before or after any 
occurrence which may result in a claim for 
which the Insurer may be liable. The In- 


sured shall not interfere in any negotiations 
of the Insurer for settlement of any legal 

in respect of any occurrence for 
which the Insurer is liable under this Policy: 
Provided, however, That in respect of any 
occurrence likely to give rise to a claim under 
this Policy, the Insured is obligated to and 
shall take such steps to protect his and the 
Insurer’s interests. as would reasonably be 
taken in the absence of this or similar in- 
surance. 

Whenever required by the Insurer, the In- 
sured shall aid in securing information and 
evidence and in obtaining witnesses and 
shall cooperate with the Insurer in the de- 
fense of any claim or suit or in the appeal 
from any judgment, in respect of any occur- 
rence as hereinbefore provided. 

No action shall lie against the Insurer un- 
less as a condition precedent thereto, the 
Insured shall have fully complied with all 
of the terms of this Policy nor until the 
amount of the Insured’s obligation to pay 
shall have been finally determined either by 
judgment against the Insured after actual 
trial or by written agreement of the Claim- 
ant and the Insurer. Any person or organiza- 
tion or the legal representative thereof who 
has secured such judgment or written agree- 
ment shall thereafter be entitled to recover 
under this Policy to the extent such judg- 
ment or written agreement is not in excess 
of the insurance afforded by this Policy. 
Nothing contained in this Policy shall give 
any person or organization any right to join 
the Insurer as a codefendant in any action 
against the Insured to determine the In- 
sured’s liability. Bankruptcy or insolvency 
of the Insured or of the Insured’s estate shall 
not relieve the Insurer of any of its obliga- 
tions hereunder. 

The Insurer shall be subrogated to all the 
rights which the Insured may have against 
any other person or entity, in respect of any 
payment made under this Policy, to the ex- 
tent of such payment, and the Insured shall, 
upon the request of the Insurer, execute all 
documents necessary to secure to the Insurer 
such rights. 

The insurance provided hereunder applies 
only to the aircraft described in the attached 
“Schedule of Aircraft and Government Con- 
tracts” while the aircraft involved is being 
operated by the Insured, during the Policy 
period, under a contract listed in that Sched- 
ule when the injury, loss or damage leading 
to the liability occurs. Such operations un- 
der the listed contracts shall be deemed to 
include ferry flights to position or deposi- 
tion the aircraft, provided that on such ferry 
flight the aircraft does not carry any passen- 
gers, cargo or mail for remuneration or hire, 
and provided further that such ferry flight 
is operated nonstop (i) to the point of origin 
of the military traffie flight or (ii) from the 
point of destination of the military traffic 
flight back to the point of origin, or to a 
maintenance base normally used by the In- 
sured, or to a point where the Insured in- 
tends to place the aircraft in commercial or 
military service. 

The insurance provided hereunder does 
not cover any Hability under the provisions 
of Public Law 267, 64th Congress, approved 
September 7, 1916, known as the Federal 
Employees Compensation Act. 

The insurance provided hereunder does not 
apply to persons or property engaged or 
transported exclusively in air commerce with- 
in the several States of the United States 
and the District of Columbia. 

This Policy shall terminate: 

(a) Upon expiration of the authority of 
the Secretary of Transportation to provide 
War Risk Insurance under Title XIII of the 
Federal Aviation Act of 1958, as amended, or 

(b) Five (5) days after telegraphic notice 
of cancellation has been dispatched to the 
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Insured by the Federal Aviation Adminis- Insurance to attach, in the event of out- mium, pursuant to Title XIII of the Federal 
trator, or break of war between any of the four Great Aviation Act of 1958, as amended, and in ac- 
(c) As to any aircraft or contract upon Powers (France, Great Britain end/or any of cordance with all provisions of law and sub- 
the date specified in a notice from the In- the British Commonwealth of Nations, the ject to all limitations thereof, on the air- 
sured to the Federal Aviation Administrator Union of Soviet Socialist Republics and the craft described in the attached Schedule 
requesting such cancellation, or United States of America), at and from 24 of Aircraft, with the understanding that this 
(ad) As to any aircraft or contract five (5) hours from midnight G.M.T. of the day on application does not commit the Government 
days after telegraphic notice of cancellation which such outbreak of war occurs. Never- to any liability unless insurance is effected 
has been dispatched to the Insured by the theless, should the aircraft: by the Federal Aviation Administrator. 
Federal Aviation Administrator, with the (1) Be in the air when such outbreak of wame of applicant 
approval of the Military Air Transport war occurs, or Address 
Service. (2) Being at an airport depart therefrom Date and number of applicant’s Department 
Warranted free from any claim for loss, as q measure of safety in respect to an in- of State contract(s) -” 
damage or expense covered under any com- sured peril within 24 hours of such outbreak 
mercial policy in effect for the benefit of the of war, 
Insured. This Policy may be canceled, in 
whole or in part, by the Federal Aviation ‘his insurance shall not attach until mid- 
Administrator if comparable insurance be- ight G.M.T. of the day on which the air- Limits of liability desired for each of the 
comes obtainable on reasonable terms and ‘Taft lands wherever such landing may be aircraft described in the attached Schedule 
conditions from companies authorized to do Tegardless of whether or not accidental dem- of Aircraft shall be specified but the limit 
an insurance business in a State of the %8¢ has been sustained by the aircraft, for any one accident shall not exceed 
United States. The Insured agrees that it If this application is for insurance with $1 million. 
will promptly notify the Federal Aviation Tespect to a foreign-flag aircraft, it shall be Insurance to attach while the aircraft de- 
Administrator of any significant change in ®ccompanied by the statement specified in scribed in the attached Schedule are being 
the terms and conditions under which in- § 198.3 of the regulations of the Federal Avia- operated by the applicant under its Depart- 
is obtainable from such commercial sources. %tatement shall be deemed to be a part of 
Warranted that during the term of this ‘his application. Binding fee (not returnable unless appli- 
insurance the aircraft insured hereunder are Binding fee (not returnable unless appli- cation is rejected) is $25 per aircraft. 
American aircraft as defined in section 1301 cation is rejected) is $25 per aircraft. Check le to the Treasurer of the 
payab’ 
(a), Title XIII of the Federal Aviation Act Check payable to the Treasurer of the nited states for the total amount of all 
of 1958, as amended, and if at any time dur- United States for the total amount of all binding fees enclosed herewith. 
ing such term an aircraft shall cease to be binding fees enclosed herewith. The war risk insurance applied ae nies 
an American aircraft as so defined, the in- Rate.of premium shall be fixed by the Fed- 4. shall not cover war risks on property 
surance provided hereunder shall automati- ¢ral Aviation Administrator, acting for the (cargo) transported exclusively in air com- 
cally terminate at the time of such change Secretary of Transportation. merce within the several States of the United 
with respect to such aircraft without return The war risk insurance applied for here- ...... and the District of Columbia. 
under shall not cover war risks on property 
of binding fee unless the Federal Aviation Appli ts that th 1 
Administrator agrees otherwise (cargo) transported exclusively in air com- pplicant warran t the particulars 
- merce within the several States of the United herein are true and complete to the best of 
Unirep STATES OF AMERICA’ States and the District of Columbia. his knowledge and that no information has 
By FEDERAL AVIATION ADMINISTRATOR, Applicant warrants that the particulars been withheld or suppressed. 

ACTING FOR THE SECRETARY OF herein are true and complete to the best of = anoiicant agrees that this application and 
his knowledge and that no information has the ont conatite t the f staal 
been withheld or suppressed. terms co me ol orm of pol- 

Applicant agrees that this application and icy prescribed by the Federal Aviation Ad- 


the terms and conditions of the form of pol- ministrator, acting for the Secretary of 


Nors: Additional standard forms of war ‘3 Prescribed by the Federal Aviation Ag, Transportation, for war-risk carriers liability 
risk hull insurance policies will be prescribed ‘Transportation, will constitute the basis of °° °®"8° insurance provided to U.S. air car- 
peatianad tak dine nee oem ck oe any contract between him and the United ee es eee tment 
amendment to § 198.206 and this appendix. , on og 


tract between him and the United States of 
APPENDIX E—ForMS OF APPLICATION, NAMED By America. 
IN § 198.301 


The application forms that must be used 
under § 198.301 are as follows: Schedule of Aircraft 

(a) FAA Form 2000-6 (12-67) (supersedes 2000-6 (12-67) 
UST Form No. WRI-6 (9-63) ). ae rn ees te Fas ¢ 


Make, model, and con- FAA identifi- Limits o —— Schedule of Air 
UNITED STATES oF AMERICA figuration cation No. ’ desired for " pene 
DEPaR or T ATION, F ivalent To be attached to FAA Form 2000-6.1 (12-67) 
AVIATION ADMINISTRATION FAA identifi- Limits of liability 
figuration cation No: or desired for each 
Application for Premium War Risk Carriers : ivalent 


Liability to Cargo Insurance 


Application is made for Premium War Risk 
Carriers Liability to Cargo Insurance, pur- 
sSuant to Title XIII of the Federal Aviatidn 
Act of 1958, as amended, and in accordance 
with all provisions of law and subject to all 
limitations thereof, on the aircraft destribed 
in the attached Schedule of Aircraft, with 
the understanding that this application does 
not commit the Government to any liability 
or make the applicant liable for any pre- 
mium unless insurance is effected by the (b) FAA Form 2000-6.1 (12-67) (super- 
Federal Aviation Administrator: sedes UST Form No. WRI-6A (9-63)). 
aaa applicant Untrep STATES OF AMERICA 


DEPARTMENT oF TRANSPORTATION, Fepera 4PPENDIX F—STANDARD ForMs OF War Risk 
A Carrrers Liapinirry TO CarRco INSURANCE 
VIATION ADMINISTRATION 
Inrzrim Brnpers, NAMED IN § 198.305 
Limits of ability desired for each of the 4 ,1ication for Nonpremium War Risk Car- 
aircraft described in the attached Schedule “PP Tiate Sinieitte' <6 Chete Eamuntene The standard form Interim Binders pre- 
of Aircraft shall be specified, but the limit —~ 


scribed under § 198.305 are as follows: 
for any one accident shall not exceed $1 Application is made for War Risk Carriers (a) FAA Form 2000-7 (12-67) (supersedes 
million, Liability to Cargo Insurance, without pre- UST Form No. WRI-7 (9-63)). 
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Untrep STaTEs OF AMERICA 


DmrpaRTMENT OF TRANSPORTATION, FEDERAL 
AVIATION ADMINISTRATION 


Interim Binder No. PR-CLWR 


The United States of America, represented 
by the Federal Aviation Administrator, acting 
for the Secretary of Transportation, in con- 
sideration of the binding fee and premium 
provided for herein, hereby insures, in ac- 
eordance with applicable provisions of law 
and subject to all limitations thereof, 
particularly Title XIII of the Federal Avia- 
tion Act of 1958, as amended, against Car- 
riers Liability to Cargo War Risks only, sub- 
ject to the conditions stated herein, on the 
aircraft described in the attached Schedule 
of Aircraft. 


Name of Insured 
Address 


CJ 

Limits of liability set forth in the Schedule 
of Aircraft attached to the Insured’s applica- 
tion for premium war risk carriers lability 
to cargo insurance, a copy of which is at- 
- tached hereto and made a part hereof, as 

representing the limits of liability insurance 
desired for each of such aircraft shall be the 
sums insured, but liability for any one acci- 
dent shall not exceed $1 miliion. 

Attaching in the event of outbreak of war 
between any of the four Great Powers 
(France, Great Britain and/or any of the 
British Commonwealth of Nations, the Union 
of Soviet Socialist Republics and the United 
States of America), at and from 24 hours 
from midnight G.M.T. of the day on which 
such outbreak of war occurs. Nevertheless, 
should the aircraft: 

(1) Be in the air when such outbreak of 
War occurs, or 

(2) Being at an airport depart therefrom 
as @ measure of safety in respect to an in- 


sured peril within 24 hours of such outbreak 
of war, 


this insurance shall not attach until mid- 
night G.M.T. of the day on which the air- 
craft lands wherever such landing may be 
regardless of whether or not accidental dam- 
age has been sustained by the aircraft. 

This binder shall terminate: 

(a) Upon expiration of the authority of 
the Secretary of Transportation to provide 
War Risk Insurance under Title XIII of the 
Federal Aviation Act of 1958, as amended, or 

(b) Three years from its date, or 

(c) Five days after telegraphic notice of 
cancellation has been dispatched to the In- 
sured by the Federal Aviation Administrator, 
or 

(ad) Upon the issuance of a policy by the 
Federal Aviation Administrator with respect 
to any insurance bound herein which is 
covered by that policy, whichever shall occur 
first. 

The insurance provided hereunder does 
not cover any war risks on property (cargo) 
transported exclusively in air commerce 
within the several States of the United 
States and the District of Columbia. 

There shall be deemed to be incorporated 
herein all of the terms, conditions, and war- 
ranties contained in the applicable war risk 
carriers liability to cargo insurance policies 
prescribed by the Federal Aviation Adminis- 
trator pursuant to the provisions of § 198.306 
of the regulations of the Federal Aviation 
Administrator (14 CFR Part 198). 

The premium rate for this insurance shall 
be subject to review and revision by the 
Federal Aviation Administrator each calen- 
dar month. Unless the revised premium rate 
is accepted in writing by the Insured within 
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ten days after dispatch of notice of the 
amount thereof, the insurance provided 
hereunder shall automatically terminate at 
the end of such ten day period. Premium at 
the new revised rate shall be charged for 
the ten day period during which this insur- 
ance remained in force, unless the Federal 
Aviation Administrator receives notice with- 
in such period of the refusal of the Insured 


‘to accept such new revised premium rate, 


in which event premium at the new revised 
rate shall be charged for that portion of the 
ten day period prior to receipt of such notice. 
Upon receipts of such notice of nonaccept- 
ance, the insurance provided hereunder shall 
terminate, notwithstanding any other pro- 
vision for cancellation in this binder. In the 
event this insurance is cancelled, or other- 
wise terminated, and not replaced by a policy, 
there shall be a premium charge hereunder 
for the period during which this insurance 
has been in force. Premium payments shall 
be made to the Federal Aviation Adminis- 
trator by check payable to the order of the 
Treasurer of the United States of America. 

In the event of any loss covered by this 
binder, prompt notice thereof shall be given 
by the Insured to the Federal Aviation Ad- 
ministrator, but failure to give such prompt 
notice because of wartime conditions or reg- 
ulations shall not prejudice this insurance. 


The Insurer shall be subrogated to all 


rights which the Insured may have against 
any other person or entity in respect of any 
payment made under this binder to the ex- 
tent of such payment, and the Insured shall, 
upon the request of the Insurer, execute all 
documents necessary to secure such rights 
to the Insurer. 

Warranted that during the period of this 
binder and the term of any insurance at- 
taching hereunder the aircraft is (1) an 
American aircraft as defined in section 
1301(a), Title XIII of the Federal Aviation 
Act of 1958, as amended, or (2) a foreign- 
flag aircraft engaged in aircraft operations 
deemed by the Federal Aviation Adminis- 
trator to be in the interest of the national 
defense or the national economy of the 
United States, and if, at any time during the 
binder period or after insurance attaches 
hereunder, the aircraft shall cease to come 
within either (1) or (2) above, or ceases to 
be operated by the Insured, this binder and 
insurance provided hereunder shall auto- 
matically terminate at the time of such 
change with respect to such aircraft, without 
return of premium unless the Federal Avia- 
tion Administrator agrees otherwise. 


UNITED STATES OF AMERICA 
By FEDERAL AVIATION ADMINISTRATOR, 
ACTING FOR THE SECRETARY OF 


(b) FAA Form 2000-7.1 (12-67) (super- 
sedes UST Form No. WRI 7-A (9-63) ). 


UNITED STATES OF AMERICA 


DEPARTMENT OF TRANSPORTATION, FEDERAL 
AVIATION ADMINISTRATION 


Interim Binder No. NON-PR-CLWR 


The United States of America, represented 
by the Federal Aviation Administrator, acting 
for the Secretary of Transportation, in con- 
sideration of the agreement of the Secretary 
of State to indemnify the Secretary of Trans- 
portation against all losses covered by war 
risk insurance provided, without premium, 
for U.S. air carriers having agreements with 
the Department of State for the continua- 
tion of regularly scheduled service or the 
provision of charter service, and in considera- 


tion of the binding fee provided for herein 
hereby insures, in accordance with applicable 
provisions of law and subject to all limita- 
tions thereof, particularly Title XIII of the 
Federal Aviation Act of 1958, as amended, 
against Carriers Liability to Cargo War Risks 
only, subject to the conditions stated herein, 
on the aircraft described in the attached 
Schedule of Aircraft to be operated by the 
Insured under Department of State con- 


Loss, if any, payable to 

Limits of liability set forth in the Sched- 
ule of Aircraft attached to the Insured’s ap- 
plication for war risk carriers liability to 
cargo insurance, without premium, a copy 
of which is attached hereto and made a part 
hereof, as representing the limits of liability 
insurance desired for each of such aircraft 
shall be the sums insured, but liability for 
any one accident shall not exceed $1 million. 

Attaching while the aircraft described in 
the schedule are being operated by the In- 
sured under its Department of State con- 
tract(s) No. ...-... , dated 

This binder shall terminate: 

(a) Upon expiration of the authority of 
the Secretary of Transportation to provide 
War Risk Insurance under Title XIII of the 
Federal Aviation Act of 1958, as amended, or 

(b) Three years from its date, or 

(c) Upon expiration or cancellation of the 
Insured’s agreement(s) with the Department 


(ad) Five days after telegraphic notice of 
cancellation has been dispatched to the In- 
sured by the Federal Aviation Administra- 
tor, or ~ 

(e) Upon the issuance of a policy by the 
Federal Aviation Administrator with respect 
to any insuranee bound herein which is 
covered by that policy, 


whichever shall occur first. 

The insurance provided hereunder does 
not cover any war risks on property (cargo) 
transported exclusively in air commerce 
within the several States of thé United States 
and the District of Columbia. 

There shall be deemed to be incorporated 
herein all of the terms, conditions, and war- 
ranties contained in the applicable war risk 
carriers liability to cargo insurance policies 
prescribed by the Federal Aviation Adminis- 
trator pursuant to the provisions of §198.306 
of the regulations of the Federal Aviation 
Administrator (14 CFR Part 198). 

In the event of any loss covered by this 
binder, prompt notice thereof shall be given 
by the Insured to the Federal Aviation Ad- 
ministrator, but failure to give such prompt 
notice because of wartime conditions or 
regulations shall not prejudice this insur- 
ance. The Insurer shall be subrogated to all 
rights which the Insured may have against 
any other person or entity in respect to any 
payment made under this binder to the ex- 
tent of such payment, and the Insured shall, 
upon the request of the Insurer, execute all 
documents necessary to secure such rights to 
the Insurer. 

Warranted that during the period of this 
binder and the term of any insurance attach- 
ing hereunder the aircraft is an American 
aircraft as defined in section 1301(a), Title 
XIII of the Federal Aviation Act of 1960, as 
amended, and if, at any time during the 
binder period or after insurance attaches 
hereunder the aircraft shall cease to be an 
American aircraft as so defined, or ceases to 
be under the agreement with the Department 
of State, this binder and insurance provided 
hereunder shall automatically terminate at 
the time of such change with respect to such 
aircraft without return of binding fee unless 
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the Federal Aviation Administrator agrees 
otherwise. 
Unrrep STATES OF AMERICA 
By FEDERAL AVIATION ADMINISTRATOR, 
ACTING FOR THE SECRETARY OF 
TRANSPORTATION. 


Nore: The reporting and/or recordkeeping 
contained herein have been exempted from 
clearance by the Bureau of the’ Budget. 

[F.R. Doc. 67-14918; Filed, Dec. 27, 1967; 
8:45 a.m.] 


Chapter XV—Office of the Under Sec- 
retary of Commerce for Transporta- 
tion, Department of Commerce 


PART 1501—WaAR RISK 
INSURANCE 


Cross REFERENCE: For a document 
superseding Part 1501 of Chapter XV of 
Title 14, see F.R. Doc, 67—14918, Part 198, 
Chapter I of this title, supra. 


Title 16—COMMERGIAL 
PRACTICES 


Chapter I—Federal Trade 
Commission 


SUBCHAPTER C—REGULATIONS UNDER SPECIFIC 
ACTS OF CONGRESS 


PART 300—RULES AND REGULA- 
TIONS UNDER THE WOOL PROD- 
UCTS LABELING ACT OF 1939 


Imported Wool Products 


On September 12, 1966, a notice of 
proposed rulemaking was issued by the 
Federal Trade Commission. Such notice 
was published in the FrepErat REGISTER 
on September 15, 1966. The notice stated 
that on October 26, 1966, the Commis- 
sion would hold a public hearing and 
give consideration to a proposal to amend 
the rules and regulations under the Wool 
Products Labeling Act of 1939 to provide 
a procedure for testing imported wool 
products and for determination of 
whether such products comply with the 
Wool Products Labeling Act of 1939 and 
the rules and regulations thereunder. 

The notice of proposed rule making 
provided that views, arguments or other 
pertinent data could be submitted in 
writing on or before the date of the 
hearing or presented orally at the hear- 
ing and that further written views, argu- 
ments and data could be submitted for 
20 days after such public hearing. 

A draft of the proposed rule designated 
as proposed § 300.36 (Rule 36) of the 
rules and regulations under the Wool 
Products Labeling Act of 1939 was made 
a part of the notice of proposed rule 
making. 

Pursuant to such notice interested 
parties were afforded an opportunity to 
submit the written arguments and other 
data until Octeber 26, 1966.- Interested 
parties were afforded an opportunity to 
present their views orally at the public 
hearing held pursuant to the notice of 
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proposed rule making on October 26 and 
October 27, 1966. Further written views, 
arguments and data were received for 
20 days after the public hearing. All 
views, arguments, and data presented 
pursuant to the notice of proposed rule 
making were made a part of the public 
record. 

Interested parties were also afforded 
an opportunity to confer informally 
with representatives of the staff of the 
Commission’s. Bureau of Textiles and 
Furs whenever such a request was made 
and to present their views informally 
either orally or in writing. 

After due consideration of the pro- 
posed amendment and all pertinent in- 
formation and material relating thereto 
available to the Commission, including 
suggested revisions, deletions, and addi- 
tions thereto, and all views, arguments, 
or other data submitted, the Commis- 
sion on June 21, 1967, amended the rules 
and regulations under the Wool Products 
Labeling Act of 1939 by adding a new 
section thereto designated as § 300.36 
(Rule 36) of Part 300, rules and regula- 
tions under the Wool Products Labeling 
Act of 1939. Such amendment was pub- 
lished in the Feperat REGISTER on June 
24, 1967, and provided that interested 
persons might submit their comments 
within 30 days after publication, but 
specified that this should not affect the 
effective date unless the Commission 
should so order. The effective date was 
specified as 120 days after publication 
in the FepERAL REGISTER. 

In accordance with the aforesaid no- 
tice, the Commission afforded interested 
parties further opportunity to submit 
written comments for thirty (30) days 
after publication of the notice in the 
FEDERAL REGISTER. All views, arguments, 
and data so submitted have been made 
a part of the public record. 

After due consideration of all perti- 
nent information and material available 
to it including comments and views pre- 
sented both formally and informally 
after publication of the amendment on 
June 24, 1967, the Commission deter- 
mined to defer the effective date of the 
rule and to revise § 300.36 (Rule 36). 
By notice issued on October 18, 1967, and 
published in the FEpERAL REGISTER on 
October 21, 1967, the Commission de- 
ferred the effective date of § 300.36 (Rule 
36) pending further order of the Com- 


~ mission. On October 30, 1967, the Com- 


mission issued a proposed revision of 
§ 300.36 (Rule 36) which was published 
in the FEDERAL REGISTER on November 2, 
1967. Written views, arguments, and 
other pertinent data were received by 
the Commission for fifteen (15) days 
-— publication of the proposed revision 
in the FepERAL REGISTER as provided in 
the notice. Such written views, argu- 
ments, and data have been made a part 
of the public record and have been fully 
considered by the Commission. 

After consideration of the proposed 
amendment of § 300.36 (Rule 36) of the 
rules and regulations under the Wool 
Products Labeling Act of 1939 and of 
the entire record in the matter including 
suggested changes, additions to, deletions 
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from, and modifications of the proposed 
amendments, § 300.36 (Rule 36) of Part 
300, the rules and regulations under the 
Wool Products Labeling Act of 1939 is 
amended to read as follows: 


§ 300.36 Imported wool products. 


(a) Filing of notice of entry. Any per- 
son who imports wool products into the 
United States that are subject to a re- 
quirement for formal entry through 
Customs shall file with the Bureau of 
Customs, at the time of entry for con- 
sumption or at the time of entry or with- 
drawal for consumption from warehouse, 
a form (Form 36A) in quadruplicate, in 
the manner prescribed by the Federal 
Trade Commission showing (1) the pro- 
posed type of entry of the shipment (con- 
sumption, warehouse, etc.), (2) the port 
of entry of the shipment, (3) the country 
of origin of the shipment, (4) a complete 
description of the products contained in 
the shipment and the cost thereof per 
unit in American dollars, (5) the infor- 
mation contained in the required fiber 
content labels affixed to wool products - 
contained in the shipment, (6) the names 
and addresses of (i) the exporter, (ii) the 
manufacturer, (iii) the importer of rec- 
ord, and (iv) the actual importer of the 
wool products, and (7) the signature of 
the person filing such form. The original 
and two copies of Form 36A will be for- 
warded by the Bureau of Customs to the 
Bureau of Textiles and Furs, Federal 
Trade Commission, Washington, D.C. 
20580, one copy being retained by the 
Bureau of Customs. 

(b) Temporary retention in customs. 
Wool products subject to this section will 
be temporarily retained in Customs cus- 
tody and not released to the importer 
until the Commission has issued a notice 
of release: Provided, however, That such 
wool products may be released from Cus- 
toms custody prior to receipt of the re- 
quired notice of release upon the giving 
of a bond, such as an immediate delivery 
and consumption entry bond, in a form 
acceptable to the Commissioner of Cus- 
toms conditioned upon the redelivery to 
Customs custody of the goods or any 
part thereof, upon demand by an officer 
of the Bureau of Customs based upon 
the determination of the Commission 
not to issue a notice of release. 

(c) Notice of release. The Commission 
will issue a notice of release in one of the 
following ways: (1) A preentry notice of 
release may be obtained in appropriate 
cases where the requirements of para- 
graph (d) of this section are met by the 
importer. (2) At ports of entry where a 
Commission inspector is on duty, he will, 
upon examination of the Form 36A, 
either issue a notice of release or in- 
form the importer that certification or 
testing as provided in paragraph (e) of 
this section is required. Failure to make 
such determination within 3 working 
days after Form 36A is filed at such 
a port of entry shall be equivalent to the 
issuance of a notice of release. (3) At 
ports of entry where no Commission in- 
spector is on duty, a determination 
whether to issue a notice of release or to 
require certification or testing will be 
made within 3 working days after the 
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Commission receives the Form 36A. 
Failure of the Commission to make any 
determination within this period shall be 
equivalent to issuance of a notice of re- 
lease. (4) If certification or testing is re- 
quired, a notice of release will be issued 
by the Commission when and if the re- 
quirements of paragraph (e) of this 
section are satisfied. 

(d) Preentry notice of release. The 
Commission will, at the request of an im- 
porter and upon a proper showing, issue 
a notice of release prior to entry into the 
United States of any shipment of wool 
products. Requests for preentry release 
shall be accompanied by such informa- 
tion or data, including manufacturers’ 
records, laboratory analyses, foreign gov- 
ernment certifications, and certifications 
of government designated trade associa- 
tions or other bodies, as will show no 
reason to believe that they may be mis- 
branded. The Commission will also con- 
sider as relevant a statement that such 
products are of the same type, category, 
and fiber content and from the same 
manufacturer as products that were pre- 
viously released by the Commission if 
such statement is accompanied by a copy 
of the original notice of release. Requests 
for preentry notice of release shall be 
filed as early as possible, but in no case 
less than 7 working days prior to the 
entry of any shipment. Prior to entry, the 
Commission will either (1) issue a notice 
of release, (2) inform the importer that 
it will require certification and testing of 
such shipment, or (3) inform the im- 
porter that the information submitted is 
insufficient to support a determination. 

(e) Certification or testing. (1) Where 
the Commission has reason to believe 
that any wool products subject to this 
section may be misbranded, it may deter- 
mine not to issue a notice of release but 
to require that such wool products be 
held for certification or testing. In such 
@ case, at the option of the Commission, 
the Commisison may (i) accept a certi- 
fication as to the fiber content of such 
products based on a test method and 
sampling procedure approved by the 
Commission and submitted by a labora- 
tory included in the Commission’s list 
of approved testing laboratories, or (ii) 
require that it be furnished with samples 
of the wool products extracted by a 
person designated by the Commission, 
which the Commission will test or have 
tested at the expense of the importer. 
Upon acceptance of a proper certification 
or test results showing the products to 
be correctly labeled, the Commission will 
immediately issue a notice of release. 

(2) If the certification cr test results 
show the goods to be misbranded, the 
Commission will not issue a notice of 
release until after the goods have been 
correctly relabeled. If the certification 
or test results demonstrate that there 

.are such wide variations in the fiber 
content of individual wool products as to 
‘ preclude a determination of fiber content 
on the basis of random sampling, the 
Commission will not issue a notice of 
release until after it has determined, 
upon consultation with the importer, the 
manner in which such goods should be 
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relabeled, and such goods have been re- 
labeled in conformity with that deter- 
mination. Relabeling will be done at the 
expense of the importer, and the Com- 
mission will issue a notice of release im- 


‘mediately upon the receipt of satisfactory 


evidence from the importer showing that 
the goods have been correctly relabeled. 

(f) Forfeiture of bond. Upon determi- 
nation by the Commission that a notice 
of release will not be issued and where 
such wool products have been released 
to an importer under a bond described in 
Paragraph (b) of this section, demand 
for their redelivery will be made. The 
failure of the importer to redeliver wool 
products to Customs custody, after de- 
mand therefor, shall subject such im- 
porter to payment of liquidated damages 
as provided for in the bond referred to in 
paragraph (b) of this section. 

(g) Examination and testing after re- 
lease. Any notice given by the Commis- 
sion as to the manner of labeling im- 
ported wool products or any notice of 
release of wool products given under this 
section shall be without prejudice to the 
right of the Commission to subsequently 
examine and test additional wool prod- 
ucts contained in any shipment of im- 
portéd wool products which has been 
subject to the procedure provided by this 
section or to make inspections or investi- 
gations relative to such products. The 
Commission will not proceed against any 
party for misbranding of wool products 
which have been subject to the testing 
procedures provided by this section with- 
out notice to such party and affording 
such party an opportunity to take such 
effective action as the Commission may 
deem appropriate to cause any mis- 
branded products to be properly labeled: 
Provided, however, That such party must 
be able to establish that the wool prod- 
ucts have been subject to the testing 
procedures provided by this section. 


STATEMENT OF BASIS AND PURPOSE 


Section 300.36 (Rule 36) of the rules 
and regulations under the Wool Products 
Labeling Act of 1939 is promulgated on 
the basis of the Commission’s determina- 
tion that such regulation is the most 
practical and equitable means of achiev- 
ing substantial cquality in the admin- 
istration of the Wool Products Labeling 
Act of 1939 as applicable to domestic 
products and imported products and to 
assure that the ultimate consumer re- 
ceives the same degree of protection with 
respect to both types of products. 

Domestic manufacturers of wool prod- 
ucts are required to keep extensive and 
detailed manufacturing records disclos- 
ing the fiber content of products manu- 
factured by them, and are subject to pen- 
alties for failure to maintain such 
records. In many instances such records 
are records which would not ordinarily 
be kept in the regular course of busi- 
ness and are maintained at substantial 
expense to meet the requirements of the 
Wool Products Labeling Act of 1939 and 
the rules and regulations promulgated 
thereunder. Many domestic manufac- 
turers also utilize fiber content testing 
performed at their own expense to sub- 


stantiate their manufacturing records 
and to determine the fiber content of eng 
products manufactured or sold by them. 
Domestic manufacturers and dealers 
are also- subject to inspections at their 
places of business by investigators of the 
- agentes Bureau of Textiles anq 
Foreign manufacturers and producers 
are not subject to the aforesaid require- 
ments and are not subject to the juris- 
diction of the Federal Trade Commission. 
Therefore, the Commission has found it 
necessary to develop a different program 
intended to achieve substantial equality 
in enforcement as between domestically 
produced products and imported prod- 
ucts and designed to offer substantially 
equal protection to the public with ref- 
erence to all types of wool products. 
With respect to imported wool prod- 
ucts, Commission enforcement efforts 
must necessarily be directed at other 
than the manufacturing level. Since the 
Commission has no authority-to require 
record-keeping by foreign producers as 
to the accuracy of labeling, or to impose 
sanctions upon them in cases of mis- 
branding, it therefore looks primarily 
to their customers, American importers, 
for compliance with the statute. The doc- 
umentary information submitted by 
these importers on the form which they 
are required to file (Form 36A) and the 
documentary information they may file 
in requesting preentry release, as set 
forth in paragraph (d) of Rule 36, shall 
be considered confidential information 
under § 4.10 of the Commission’s rules 
of practice, 32 F.R. 8442 (1967), and 
subject to the requirements of § 4.11 of 


those rules. 


The testing or certification procedures 
of Rule 36 are not intended to be ap- 
plicable to products which are not indi- 
cated to be subject to widespread mis- 
branding. The rule provides for the test- 
ing or certification by an approved lab- 
oratory of wool imports prior to their 
entry into American channels of com- 
merce in only those instances, hopefully 
infrequent, where, for the purpose of 
facilitating effective administration and 
enforcement of the Act, it is in the public 
interest to require such testing or cer- 
tification before the imports move into 
‘the stream of domestic commerce; 

The rule contemplates a cooperative 
endeavor between importers and the 
Government. If, upon testing or certifi- 
cation, products are found to be correctly 
labeled, the rule provides for their im- 
mediate release. If, however, they are 
found to be misbranded, the importer 
will be given the opportunity to relabel 
the products in accordance with the re- 
quirements of American law and, upon 
proper relabeling, the goods will imme- 
diately be released. In situations where 
imported wool products, initially tested 
or certified and released by the Commis- 
sion, are subsequently found to be mis- 
branded, the Commission will not pro- 
ceed against any party without notice 
where such party is able to show that the 
goods were subject to this procedure, 
but will afford reasonable opportunity 
for fully corrective action to be taken. 
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It is the understanding of the Com- 
mission that the immediate delivery and 
consumption entry bond referred to in 
paragraph (e) of § 300.36 (Rule 36) is 
at present furnished by importers under 
standard importation procedures and 
that goods ordinarily move into the 
hands of the importer under this bond. 
It is the intention of the Commission to 
continue to permit goods to pass through 
Customs and into the hands of the im- 
porter subject to the terms and condi- 
tions of the bond and § 300.36 (Rule 36) 
even in those instances where goods are 
required to be tested. 

Where testing or certification is re- 
quired, it is the intention of the Commis- 
sion to utilize applicable methods of test- 
ing and procedures developed, prescribed, 
and published by the American Society 
for Testing and Materials and the 
American Association of Textile Chem- 
ists and Colorists. These methods and 
procedures have been utilized by pro- 
ducers of and dealers in textile products 
and by Government agencies, including 
the Commission, in determining the fiber 
content of textiles, and are recognized 
methods of testing textile materials. 

Every effort has been made to mini- 
mize delays. At those points of entry 
where a sufficiently large number of wool 
imports arrive, the Commission will place 
inspectors on duty so that they may de- 
termine upon arrival whether to release 
a shipment or require its testing or cer- 
tification. As to shipments arriving at 
points of entry where the Commission 
does not have an inspector on duty, para- 
graph (c) provides that unless the Com- 
mission orders testing and certification 
within 3 working days after receipt of 
the necessary forms, such goods will be 
automatically released. Further, the 
Commission may issue a notice of release 
prior to importation of any shipment 
where it is able to determine, on the basis 
of information submitted, that such ship- 
ment should not be retained for purposes 
of testing. If testing is utilized it is the 
hope of the Commission that sampling, 
testing and certification will be com- 
pleted within a week or 10 days after 
Form 36A is filed with the Bureau of 
Customs, 

Authority. Such action is taken pur- 
suant to the authority given to the Fed- 


eral Trade Commission under paragraph 


(a) of section 6 of the Wool Products 
Labeling Act of 1939 (54 Stat. 1131; 15 
U.S.C. 68d) which provides in part: 


The Commission is authorized and di- 
rected to make rules and regulations for the 
manner and form of disclosing information 
required by this Act, and for segregation of 
such information for different portions of a 
wool product as may be necessary to avoid 
deception or confusion, and to make such 
further rules and regulations under and in 
pursuance of the terms of this Act as may 
be necessary and proper for administration 
and enforcement. « 

The Commission is also authorized to 
cause inspections, analyses, tests, and ex- 
amination to be made of any wool prod- 
ucts subject to this Act; and to cooperate 
with any department or agency of the Gov- 
ernment, with any State, Territory, or pos- 
session, or with the District of Columbia; 
or with any department, agency, or political 
subdivision thereof; or with any person. 
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Effective date. Section 30036 (Rule 
36), as amended, shall become effective 
on February 12, 1968. 


Issued: December 22, 1967. 
By the Commission.* 


CsEaL] JoserH W. SHEA, 
Secretary. 


[F.R. Doc. 67-14971; Filed, Dec. 27, 1967; 
8:45 a.m.] 


Title 25—ANDIANS 


Chapter Ill—Indian Claims 
Commission 


500—STANDARDS OF 
CONDUCT 


PART 


Sec. 

600.735-101 
500.735—102 
500.735—103 
500.735—104 


Purpose. 

Definitions. 

Proscribed actions. 

Gifts, entertainment, and fa- 
vors. 

500.735-105 Outside employment; off-job 
activity. 

500.735—-106 

500.735—107 

500.735—108 

500.735—109 

500.735—110 


Financial interests. 

Use of government property. 

Misuse of information. 

Indebtedness. 

Gambling, betting, and lot- 
teries. 


Prejudicial conduct. 

Counseling and interpretations. 

Miscellaneous statutory provi- 
sions. 

Disciplinary action. 

Conduct of special government 
employees. 

Statements of outside employ- 
ment and financial interests; 
format. 

Same; employees included. 

Same; contested inclusion. 

Same; original and supplemen- 
tary statements; when re- 


500.735—111 
§00.735-112 
500.735—-113 


500.735—114 
500.735-115 


500.735—116 


500.735-117 
500.735-118 
500.735—119 


quired. 

Same; relatives’ interests and 
information known to others. 

Same; information prohibited. 

Same; confidentiality of state- 
ments. 

Same; effect on other require- 
ments. 

Statements of outside employ- 
ment and financial interests; 
special government employees. 

Statements of outside employ- 
ment and financial interests; 
review. 


500.735—120 


500.735-121 
500.735—122 


500.735-123 
500.735—124 


500.735-125 


Appendix A. 


AvrTHorriry: The provisions of this Part 500 
issued under E.O. 11222 of May 8, 1965 (30 
F.R. 6469), and Part 735 of Title 5, Code of 
Federal Regulations. 

Source: The provisions of this Part 500 
appear at 32 FR. 20855. 


§ 500.735-101 Purpose. 


The maintenance of unusually high 
standards of honesty, integrity, impar- 
tiality, and conduct by Government em- 
ployees and special Government employ- 
ees is essential to assure the proper 
performance of the Government business 
and the maintenance of confidence by 
citizens in their Government. The avoid- 
ance of misconduct and conflicts of 
interest on the part of Government em- 


1 Dissenting statements of Commissioner 
Elman filed as part of original document. 
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ployees and special Government employ- 
ees through informed judgment is 

le to the maintenance of 
these standards. To accord with these 
concepts, this part sets forth the Com- 
mission’s regulations covering its em- 
ployees and special Government employ- 
ees, prescribing standards of conduct 
and responsibilities, and governing 
statements reporting employment and 
financial interests. 


§ 500.735-102 Definitions. 


(a) “Commission” means the Indian 
Claims Commission. 

(b) “Employee” means any Commis- 
sioner of the Indian Claims Commission, 
including the Chairman, and any indi- 
vidual employed by the Commission 
other than a Special Government Em- 
ployee. 

(c) “Executive Order” means Execu- 
tive Order No. 11222 of May 8, 1965. 

(d) “Special Government Employee” 
has the meaning given that term by 


section 202 of Title 18, United States 
Code. 


§ 500.735-103 Proscribed actions. 


An employee shall avoid any action, 
whether or not specifically prohibited by 
this part, which might result in, or ereate 
the appearance of: 


(a) Using public office for private 


ain; 

(b) Giving preferential treatment to 
any person; 

(c) Impeding Government efficiency 
or economy; 

(d) Losing complete independence or 
impartiality; 

(e) Making a Government decision 
outside official channels; or 

(f) Affecting. adversely the confi- 
dence of the public in the integrity of 
the Government. 


§ 500.735-104 Gifts, entertainment, and 


favors. 


(a) Except as provided in paragraphs 
(b) and (e) of this section, an employee 
shall not solicit or accept, directly or 
indirectly, any gift, gratuity, favor, en- 
tertainment, loan, or any other thing of 
monetary value, from a person who: 

(1) Has, or is seeking to obtain, con- 
tractual or other business or financial 
relations with the Commission; 

(2) Conducts operations or activities 
over which the Commission exercised or 
may exercise jurisdiction; or 

(3) Has interests that may be sub- 
stantially affected by action or inaction 
of the Commission or any employee 
thereof. 

(b) Excepted from the proscriptions 
contained in § 500.735—-104(a) are: 

(1) Gifts motivated by obvious family 
or personal relationships; 

(2) Food and refreshments of nominal 
value on infrequent occasions in the 
ordinary course of a luncheon, dinner 
meeting, or other meeting, where an em- 
ployee may properly be in attendance; 

(3) Acceptance of loans from banks or 
other financial institutions on prevailing 
terms to finance proper and usual activi- 
ties of employees, such as home mortgage 
loans; and 


aa 
“ae, 


1957 
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(4) Acceptance of unsolicited adver- 
tising or promotional material, such as 
pens, pencils, note pads, calendars, and 
other items of nominal intrinsic value. 

(c) An employee shall not solicit a 
contribution from another employee for 
a gift to an official superior, make a 
donation to an official superior, or accept 
a gift from an employee receiving less 
pay than himself (5 U.S.C. 7351). How- 
ever, this paragraph does not prohibit a 
voluntary gift of nominal value or dona- 
tion in a nominal amount made on a 
special occasion such as marriage, illness, 
or retirement. 

(d) An employee shall not accept a 
gift, present, decoration, or other thing 
from a foreign government unless au- 
thorized by Congress as provided by the 
Constitution and in 5 U.S.C. 7342. 

(e) Neither this section nor § 500.735- 
105 precludes an employee from receipt 
of bona fide reimbursement, unless pro- 
hibited by law, for expenses of travel and 
such other necessary subsistence as is 
compatible with this part for which no 
Government payment or reimbursement 
is made. However, this paragraph does 
not allow an employee to be reimbursed, 
or payment to be made on his behalf, for 
excessive personal living expenses, gifts, 
entertainment, or other personal bene- 
fits, nor does it allow an employee to be 
reimbursed by a person for travel on 
official under Commission orders 
when reimbursement is proscribed by 
Decision B-128527 of the Comptroller 
General dated March 7, 1967. 


§ 500.735-105 Outside 
off-job activity. 

(a) An employee shall not engage in 
outside employment or other outside 
activity not compatible with the full and 
proper discharge of the duties and re- 
sponsibilities of his Government em- 
ployment. Incompatible activities include 
but are not limited to: 

(1) Acceptance of a fee, compensa- 
tion, gift, payment of expense, or any 
other thing of monetary value in cir- 
cumstances in which acceptance may 
result in, or create the appearance of, 
conflicts of interest; or 


(2) Outside employment which tends 
to impair his mental or physical capacity 
to perform his Government duties and 
responsibilities in an acceptable manner. 

(b) An employee shall not receive any 
salary or anything of monetary value 
from a private source as compensation 
for his services to the Government (18 
U.S.C. 209). 


(c) Employees are encouraged to en- 
gage in teaching, lecturing, and writing 
that is not prohibited by law, the Execu- 
tive Order, or this part. However, an 
employee shall not, either for or without 
compensation, engage in teaching, lec- 
turing, or writing that is dependent on 
information obtained as a result of his 
Government employment, except when 
that information has been made avail- 
able to the general public or will be made 
available on request, or when the Com- 
mission gives written authorization for 
use of nonpublic information on the basis 
that the use is in the public interest. In 
addition, an employee who is a Presiden- 


employment; 
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tial appointee covered by section 401 (a) 
of the Executive order shall not receive 
compensation or anything of monetary 
value for any consultation, lecture, dis- 
cussion, writing, or appearance the sub- 
ject matter of which is devoted substan- 
tially to the responsibilities, programs, or 
operations of his Commission, or which 
draws substantially on official data or 
ideas which have not become part of 
the body of public information. 

(d) An employee shall not engage in 
outside employment under a State or 
local government, except in accordance 
with Part 734 of Title 5, Code of Federal 
Regulations. 

(e) This section does not preclude an 
employee from: 

(1) Participation in the activities of 
national or State political parties not 
proscribed by law; 

(2) Participation in the affairs of or 
acceptance of an award for a meritorious 
public contribution or achievement given 
by a charitable, religious, professional, 
social, fraternal, nonprofit educational 
and recreational public service, or civic 
organization; or 

(3) Outside employment permitted 
under this part. 


§ 500.735-106 Financial interests. 


(a) An employee shall not: 

(1) Have a direct or indirect financial 
interest that conflicts substantially, or 
appears to conflict substantially, with his 
Government duties and responsibilities; 


or 

(2) Engage in, directly or indirectly, a 
financial transaction as a result of, or 
primarily relying on, information ob- 
tained through his Government employ- 


ment. 

(b) This section does not preclude an 
employee from having a financial inter- 
est or engaging in financial transactions 
to the same extent as a private citizen 


_ not employed by the Government so long 


as it is not prohibited by law, the Execu- 
tive order, or this part. 


§ 500.735-107 Use of government prop- 
erty. 


An employee shall not directly or in- 
directly use, or allow the use of, Govern- 
ment property of any kind, including 
property leased to the Government, for 
other than officially approved activities. 
An employee has a positive duty to pro- 
tect and conserve Government property, 
including equipment, supplies, and other 
property entrusted or issued to him. 


§ 500.735-108 Misuse of information. 
For the purpose of furthering a private 


interest, an employee shall not, except as 
provided in § 500.735—105(c), directly or 


ment which has not been made available 
to the general public. 


§ 500.735-109 Indebtedness. 
An employee shall pay each just fi- 
nancial obligation in a proper and timely 


manner, especially one imposed by law 
such as Federal, State, or local taxes. For 


the purpose of this section, a “just finan- 
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cial obligation” means one acknowledged 
by the employee or reduced to judgment 
by a court, and “in a proper and timely 
manner” means in a manner which the 
Commission determines does not, under 
the circumstances, reflect adversely on 
the Government as his employer. In the 
event of dispute between an employee 
and an alleged creditor, this section does 
not require the Commission to determine 
a. validity or amount of the disputed 


§ 500.735-110 Gambling, betting, and 
lotteries. 


An employee shall not participate, 
while on Government-owned or leased 
property or while on duty for the Gov- 
ernment, in any gambling activity includ- 
ing the operation of a gambling device, 


_in conducting a lottery or pool, in a game 


for money or property, or in selling or 
purchasing a numbers slip or ticket. 
However, this section does not preclude 
activities under section 3 of Executive 
Order No. 10927 of March 18, 1961, and 
similar m-approved activities. 


§ 500.735-111 Prejudicial conduct. 


An employee shall not engage in crimi- 
nal, infamous, dishonest, immoral, or 
notoriously disgraceful conduct, or other 
conduct prejudicial to the Government. 


§ 500.735-112 Counseling and interpre- 
tations. 


(a) The Chairman of the Commission 
shall, from time to time, designate an 
employee in whom he has complete per- 
sonal confidence to be the counselor for 
the Commission and to serve as the Com- 
— designee to the Civil Service 


counseling services 
paragraph (b) of this section and for 
assuring that counseling and interpreta- 
tions on questions of conflicts of interest 


deputy counselors 
designated under paragraph (b) of this 
section. 

(b) The Chairman of the Commission 
shall also designate one or _ deputy 
counselors, as required, for the Commis- 
sion’s employees and Special Govern- 
ment Employees. Deputy counselors 
designated under this section shall be 

and in a position to give au- 
thoritative advice and guidance to each 
employee and Special Government Em- 
ployee who seeks advice and guidance on 
questions of conflicts of interest and on 
other matters covered by this Part 500. 

(c) Notification to existing employees 
and Special Government Employees of 
the Commission of the availability of 


delivery of glossed copies of this Part 


' 500 to each employee or Special Govern- 


ment Employee within 90 days after ap- 
proval of this Part 500. Notification to 
employees and Special Government Em- 
ployees who enter on duty after 90 days 
after approval of this Part 500 shall be 
made by delivery of glossed copies of this 
Part 500 when such employee or Special 
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Government Employee reports for his 
first work day. 


§ 500.735-113 Miscellaneous statutory 
provisions, 


Each employee shall acquaint himself 
with each statute or portion thereof that 
relates to his ethical and other conduct 
as an employee of the Commission and of 
the Government. The attention of all 
employees is directed to the following 
statutory provisions: 

(a) House Concurrent Resolution 175, 
g5th Congress, 2d Session, 72 Stat. B12, 
the “Code of Ethics for Government 
Service”. 

(b) Chapter 11 of Title 18, United 
States Code, relating to bribery, graft, 
and conflicts of interest, as appropriate 
to employees of the Commission. 

(c) The prohibition against lobbying 
with appropriated funds (18 U.S.C. 1913). 

(d) The prohibitions against dis- 
loyalty and striking (5 U.S.C. 7311; 18 
U.S.C. 1918). 

(e) The prohibition against the em- 
ployment of a member of a Communist 
organization (50 U.S.C. 784). 

(f) The prohibitions against (1) the 
disclosure of classified information (18 
US.C. 798; 50 U.S.C. 783) and (2) the 
disclosure of confidential. information 
(18 U.S.C. 1905). 

(g) The provision relating to the ha- 
bitual use of intoxicants to excess (5 
US.C. 7352). 

(h) The prohibition against the mis- 
use of a Government vehicle (31 U.S.C. 
638a(c) ). 

() The prohibition against the mis- 
use of the franking privilege (18 U.S.C. 
1719). 

(j) The prohibition against the use of 


deceit in an examination or personnel: 


action in. connection with Government 
employment (18 U.S.C. 1917). 

(k) The prohibition against fraud or 
false statements in a Government matter 
(18 U.S.C. 1001). 

(1) The prohibition against mutilating 
- a public record (18 U.S.C. 

1). 

(m) The prohibition against counter- 
feiting and forging transportation re- 
quests (18 U.S.C. 508). 

(n) The prohibitions against (1) em- 
bezzlement of Government money or 
property (18 U.S.C. 641), (2) failing to 
account for public money (18 U.S.C. 643), 
and (3) embezzlement of the money ar 
property of another person in the pos- 
session of an employee by reason of his 
employment (18 U.S.C. 654). . 

(o) The prohibition against unauthor- 
ized use of documents relating to claims 
oo or by the Government (18 U.S.C. 


(p) The prohibitions against political 
activities in subchapter III of Chapter 
73 of Title 5, United States Code, and 
in 18 U.S.C. 602, 603, 607, and 608. 

(q) The prohibition against an em- 


ployee acting as the agent of a foreign 
Principal registered under the Foreign 
Agents Registration Act (18 U.S.C. 219). 
(r) The prohibition against any Com- 
missioner of the Commission engaging 
in other business during his term of office 
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or representing any Indian tribe, band, 
or group within two years after termi- 
Se Ce 
T0b(c) > 


§ 500.735-114 Disciplinary action. 


(a) Any violation of the regulations 
contained in this Part 500 or the Miscel- 
laneous Statutory Provisions incorpo- 
rated therein by reference may be cause 
for appropriate disciplinary action. Such 
disciplinary action may be in addition to 
any penalty prescribed by law. 

(b) In the event that the violation is 
a conflict of interest or an apparent 
conflict of interest and the Commission 
concludes that remedial action is re- 
quired, immediate action shall be taken 
to end the conflict or appearance of con- 
flict of interest 

(ec) Remedial action may include, but 
is not limited to: 

(1) Changes in assigned duties; 

(2) Divestment by the employee or 


(4) Disqualification ton a particular 
assignment. 

(d) Remedial action, whether disci- 
plinary or otherwise, shall be effected in 
accordance with any applicable laws, 
Executive Orders, and regulations, 


§ 500.735-115 Conduct of special gov- 
ernment employees. 


(a) Special Government Employees 
shall adhere to the standards of conduct 
made applicable to employees by the 
Commission’s regulations contained in 
$§ 500.735—103, 500.735—104, and 500.735— 
106 through 500.735—112. 

(b) A Special Government Employee 
shall not use his Government employ- 
ment for a purpose that is, or gives the 
appearance of being, motivated by the 
desire for private gain for himself or 
another person, particularly one with 
whom he has family, business, or finan- 
cial ties. 

(c) A Special Government Employee 
shall not use inside information obtained 
as a result of his Government employ- 
ment for private gain for himself or 
another person either by direct action on 
his part or by counsel, recommendation, 
or suggestion to another person, particu- 
larly one with whom he has family, busi- 
ness, or ties. For the purpose 
of this subsection, “inside information” 
means information obtained under Gov- 
ernment authority which has not become 
part of the body of public information. 

(ad) Special Government Employees 
may teach, lecture, or write in a manner 
not inconsistent with § 500.735-105(c). 

(e) A Special Government Employee 
shall not use his Government employ- 
ment to coerce, or give the appearance 
of coercing, a person to provide financial 
benefit to himself or another person, 
particularly one with whom he has fam- 
ily, business, or financial ties. 

(f) Except as provided in § 500.735- 
115(d), a Special Government Employee, 
while so employed or in connection with 
his employment, shall not receive or 
solicit from a person having business 
with this Commission anything of value 
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as @ gift, gratuity, loan, entertainment, 
or favor for himself or another person, 
particularly one with whom he has 
family, business, or financial ties. 

(g) Excepted from the “gift, gratuity, 
loan, entertainment, or favor” categories 
of $500.735-115(f) are the items de- 
tailed in §§ 500.735-104(b)(1) through 
500.735—-104(b) (4). 

(h) Each Special Government Em- 
ployee shall acquaint himself with each 
statute that relates to his ethical and 
other conduct as a Special Government 
Employee of the Commission and of the 
Government. The Commission will alert 
each Special Government Employee to 
the regulations contained in this Part 
500 and such statutes as relate to the 
ethical and other conduct of Special 
Government Employees by making avail- 
able to such Special Government Em- 
ployees glossed copies of this Part 500. 


§ 500.735-116 Statements of outside 
employment and financial interests; 
format. 


Statements of outside employment and 
financial interests required of certain 
employees and Special Government Em- 
ployees by § 500.735—117 shall contain the 
information required by the formats pre- 
scribed by the Civil Service on 
in the Federal Personnel Manual at the 
times such statements are due. 


§ 500.735-117 Same; employees in- 
- eluded. 

Statements of outside employment 
and financial interest shall be filed by 
all employees of the Commission classi- 
fied at GS—13 and above, who: 

(a) Fill positions designated by the 
Commission as “Hearing Officers” or any 
equivaient term under section 18 of the 
Indian Claims Commission Act of 1946 
(25 U.S.C. 70q) ; or 

(b) Fill positions designated by the 
Civil Service Commission as “Hearing 
Examiners” under section 3105 of Title 5, 
United States Code, for determination of 
Indians’ claims in accordance with the 
procedure set out in section 556 of Title 
5, United States Code; or 

(c) Issue initial decisions on Indians’ 
claims without prior clearance of such 
initial decisions by one or more of the 
Commissioners of this on. 


§ 500.735-118 Same; contested inclu- 
sion. 

If any employee required to file a state- 
ment of outside employment and finan- 
cial interest under § 500.735-117 com- 
plains or contends that his inclusion is 
improper, resolution of that complaint 
or contention shall be accomplished by 
review through the Commission’s griev- 
ance procedure. 


§ 500.735-119 Same; original and sup- 
plementary statements; when re- 
quired. 

An employee required to file a state- 
ment of outside employment and finan- 
cial interest under § 500.735-117 shall 
submit that statement to the Chairman 
of the Commission not later than: 

(a) Ninety days after the effective 
date of this Part 500 if employed on or 
before that effective date; or 
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- (b)_ Thirty days after his entrance on 
duty, but not earlier than 90 days after 
the effective date, if appointed after that 
effective date. 

(c) Annual supplementary statements, 
due on June 30 of each year, shall report: 

(1). Changes in or additions to the in- 
formation contained in an employee’s 
statement of outside employment or fi- 
nancial interest; or 

(2) That no ehanges or additions have 
occurred. 


Notwithstanding the filing of the annual 
report required by this section, each 
employee shall at all times avoid acquir- 
ing a financial interest that could result, 
or taking an aetion that would result, 
in a violation of the conflicts-of-interest 
provisions of section 208 of Title 18, 
United States Code, or of §§ 500.735—103 
through 500.735-111 and § 500.735-113. 


§ 500.735—-120 Same; relatives’ inter- 
ests and information knewn te ethers. 


If an employee is required to file a 
statement of outside employment and 
financial interest under §§ 500.735-116 
and 500.735-117: 

(a) The interest of a spouse, minor 
child, or other member of an employee’s 
immediate household is considered to be 
an interest of the employee. For the pur- 
pose of this subsection, ‘‘member of an 
employee’s immediate household” means 
those blood relations who are residents of 
the employee’s household. 

(b) If any information required to be 
included on a statement of outside em- 
ployment and financial interests cr sup- 
plementary statement, including hold- 
ings’ placed in trust, is not known to 
the employee but is known to another 
person, the employee shall request that 
other person to submit information in 
his behalf. 


§ 500.735—-121 Same; information pro- 
hibited. 


An employee required to file a state- 
ment or annual supplement of outside 
employment and financial interest under 
§§ 500.735-116 and 500.735-117 shall not 
be required to include therein any in- 
formation relating to the employee’s 
connection with, or interest in, a profes- 
sional society or a charitable, religious, 
social, fraternal, recreational, public 
service, civic, or political organization 
or a similar organization not conducted 
as a business enterprise. For the purpose 
of this subsection, educational and other 
institutions doing research and develop- 
ment or related work involving grants 
of. money from er contracts with the 
Government are deemed “business en- 
terprises” and are required to be in- 
cluded in an employee’s statement of 
outside employment and financial in- 
terests. 


§ 500.735-122 Same; cenfidentiality of 
statements, 


The Commission will hold each state- 
‘ment of outside employment and finan- 
cial interest, and supplementary state- 
ments, in confidence. To that end, only 
the Chairman of the Commission, to 
whom such statements are to be sub- 
mitted, and the remaining Commission- 
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ers if there is a possibility of disciplinary 
action under § 500.735—114, shall be per- 
mitted to examine such statements. The 
Chairman shall maintain exclusive cus- 
tody of the statements and supplements 
in confidence and shall not allow access 
to, or allow information to be disclosed 
from, a statement or supplement except 
to carry out the purpose of this Part 500. 
The Commission shall not disclose in- 
formation from a statement or supple- 
ment except as the Chairman or the Civil 
Service Commission may determine for 
good cause shown. 


§ 500.735-123 Same; effect on other 
requirements. 


The statements of outside employment 
and financial interest and supplementary 
statements required to certain employees 
are in addition to, and not in substitu- 
tion for, or in derogation of, any similar 
requirement imposed by law,.order, or 
regulation. The submission of a state- 
ment or supplementary statement by an 
employee does not permit him or any 
other person to participate in a matter 
in which his or the other person’s par- 
ticipation is prohibited by law, order, or 
regulation. 


§ 500.735-124 Statements of outside 
employment and financial interests; 
special government employees. 

(a) Each Special Government Em- 
ployee shall submit a statement which 
reports: 

(1) All other concurrent employment; 
and 

(2) Such eategories of financial inter- 
ests as the Chairman may determine are 
relevant in the light of the duties such 
— Government Employee is to per- 

‘orm. 

(b) The Chairman may waive the re- 
quirement in paragraph (a) (2) of this 
section if: 

(1) The Special Government Em- 
ployee is not a consultant or an expert; 
and 

(2) The Commission finds that the 
duties of the position held by that Spe- 
cial Government Employee are of a 
nature and at such a level of responsi- 
bility that the submission of the state- 
ment by the incumbent is not necessary 
to protect the integrity of the Govern- 
ment. 

(c) For the purpose of this § 500.735- 
124, “consultant” and “expert” have the 
meanings given those terms by Chapter 
304 of the Federal Personnel Manual, 
but do not include: 

(1) A physician, dentist, or allied 
medical specialist whose services are 
procured to provide care and service to 
patients; or 

(2) A veterinarian whose services are 
procured to provide care and service to 
animals. 

(d) A statement of employment and 
financial interests required to be sub- 
mitted under this section shall be sub- 
mitted not later than the time of em- 
ployment of the Special Government 
Employee as provided in the Commis- 
sion’s regulations. Each Special Govern- 
ment Employee shall keep his statement 
current throughout his employment with 


the Commission by the submission of 
supplementary statements as changes, 
additions, or deletions become necessary, 


§ 500.735-125 Statements of outside 
employment and financial interest; 
review. 

(a) The required initial and supple- 
mentary statements of outside employ- 
ment and financial interest shall be re- 
viewed by the recipient designated by 
§ 500.735-119. Review by that designee 
will be made at his convenience to deter- 
mine whether there is any apparent con- 
flict of interest on the part of the report- 
ing employee or Special Government 
Employee. 

(b) The recipient designated by § 500.- 
735-119 will also initially review any in- 
formation from sources other than an 
initial or supplementary report tending 
to suggest a conflict of interest. 

(c) In the event that the designee con- 
cludes that no conflict of interest exists, 
the empleyee shall be so notified and the 
subject closed. 

(d) In the event that the designee 
concludes that a conflict of interest may 
exist, he shall confer with the employee 
concerned. If an accord is reached, the 
Commission need take no further action. 
If no accord is reached, the Commission 
in the form of a majority of the Com- 
missioners will determine what discipli- 
nary or remedial action, if any, may be 
warranted and will execute the same. 

(e) At every stage of review, the af- 
fected employee or Special Government 
Employee will be afforded the oppor- 
tunity to explain the conflict or appear- 
ance of conflict. 

These amendments were approved by 
the Civil Service on Decem- 
ber 19, 1967, and are effective on publi- 
cation in the FEDERAL REGISTER. 


J. WaRREN Mitts III, 
Staff Counselor. 


[F.R. Doc. 67-15059; Filed, Dec. 27, 1967; 
8:49 a.m.] 


Title 29—LABOR 


Subtitle A—Office of the Secretary of 
Labor 


PART 70—EXAMINATION AND 
COPYING OF LABOR DEPARTMENT 
DOCUMENTS 


Procedure for Disclosure 


Pursuant to authority in 5 U.S.C. 301, 
552, 559 and in Reorganization Plan No. 
6 of 1950 (3 CFR 1949—53 Comp., p. 
1004) Part 70 of Title 29 of the Code of 
Federal Regulations is amended by re- 
vising § 70.4(a) to read as set out below. 

As the change made by this document 
relates solely to a rule of agency pro- 
cedure or practice, and is not substantive, 
neither notice of proposed rule making, 
public participation therein, nor delay 
in effective date is required by 5 U.S.C. 
553. I do not believe such participation or 
such delay would serve a useful purpose 
here. This amendment shall, therefore, 
be effective immediately. 
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In $70.4, paragraph (a) is revised to 
read as follows: 


§ 70.4 Procedure for disclosure. 


(a) Request. Any person who desires 
to exercise the right to inspect or copy 
any document as provided in § 70.2(a) 
shall make a written request to the ad- 
ministration, bureau, or office of the De- 
partment of Labor which has custody 
of the document he desires to inspect or 
copy. The request shall be directed to the 
chief of the administration, bureau, or 
office unless the document is in the 
custody of one of its field offices. If 
the document is in the custody of a field 
office, the request shall be directed 
to the chief of the regional office 
(or, if there are no regional offices, 
the chief of the highest field office) 
which has custody of the document or 
supervisory authority over the field office 
which has such custody. The administra- 
tions, bureaus, and offices referred to are: 
Office of the Secretary of Labor; Office 
of the Solicitor; Office of Information, 
Publications and Reports; Office of 
Federal Contract Compliance (EEO); 
Office of the Plans for Progress; Labor- 
Management Services Administration; 
Manpower Administration; Wage and 
Labor Standards Administration; Wage 
and Hour and Public Contracts Divi- 
sions; Bureau of International Labor 
Affairs; Bureau of Labor Statistics. For 
this purpose only, the Chief of the Office 
of the Secretary shall be considered to be 
the Assistant Secretary for Administra- 
tion, and the Chief of the Office of the 
Solicitor shall be considered to be the 
Deputy Solicitor. The organization of the 
Department of Labor, its principal offi- 
cers, and addresses of its regional and 
other field offices are found in the “U.S. 
Government Organization Manual,” 
published annually by the Office of the 
Federal Register, and available for pur- 
chase from the Superintendent of Docu- 
ments, Government Printing Office, 
Washington, D.C. 20402. The request 
shall identify the document with the 
symbols provided for it in the index 
referred to in § 70.5, unless the request is 
by mail or the document is not referred 
to in such index, in which case the re- 
quest shall identify the document as fully 
as is possible by reference to subject mat- 
ter, date, author, addressee, and other- 


wise so as to permit its convenient selec-. 


tion from among the many documents 
likely also to be in the possession and 
custody of the officer to whom the request 
is directed. 

+ 7 * - * 
(5 U.S.C. 301, 552, 559. Reorganization Plan 
No. 6 of 1950, 3 CFR 1949-53 Comp. 1004) 


Signed at Washington, D.C., this 21st 
day of December 1967. 
W. Wrtrarp Wirtz, 
Secretary of Labor. 


[F.R. Doc, 67-15003; Filed, Dec. 27, 1967; 
8:45 a.m.) 
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Title 47—TELECOMMUNICATION 


Chapter I—Federal Communications 
Commission 


PART O—COMMISSION 
ORGANIZATION 


PART 1—PRACTICE AND 
PROCEDURE 


Miscellaneous Amendments 


Order. 1. The amendments to Parts 
0 and 1 set forth below are editorial in 
nature: 

Changes in $§ 0.93, 0.121, 0.184, 0.401, 
and 1.912 reflect changes in the ad- 
dresses of Commission offices. 

Changes in §§ 0.114, 0.311, and 1.61 re- 
flect a change in the name of the Fed- 
eral Aviation Agency to Federal Avia- 
tion Administration. 

The note preceding Subpart A of Part 
1 has been relocated following § 1.61. 

The change in §0.211 reflects the 
Commission’s public information rules 
(32 F.R. 10568, July 19, 1967), by which 
the Executive Director rather than the 
Chairman was authorized to act on re- 
quests or demands for the inspection of 
records. See §§ 0.461 and 0.463. 

Changes in §§ 0.261, 0.289, 0.314, 0.315, 
0.385, 1.202, 1.526, and 1.570 correct er- 
roneous or confusing cross-references. 

Changes in §§ 0.422 and 1.412 reflect a 
change in the name of the Office of Re- 
ports and Information to Office of In- 
formation. 

The change in the note to § 1.573 re- 
flects the Fourth Report and Order 
(FCC 64-919) in Docket No. 14185, which 
disposed of certain matters to which the 


~note relates. 


2. Authority for the attached amend- 
ments is contained in sections 4(i) , 5(d), 
and 303(r) of the Communications Act 
of 1934, as amended, 47 US.C. 154(i), 
155(d), and 303(r). Because the amend- 
ments relate to internal Commission or- 
ganization and procedure and because 
they are editorial in nature, the prior no- 
tice and effective date provisions of sec- 
tion 4 of the Administrative 
Act, 5 U.S.C. 553, do not apply. 

In view of the foregoing: It is ordered, 
Effective December 29, 1967, that Parts 
0 and 1 of the rules and regulations are 
amended as set forth below. 


(Secs. 4, 5,.303, 48 Stat., as amended, 1066, 


1068, 1082; 47 U.S.C. 154, 155, 303). 
Adopted: December 20, 1967. 
Released: December 21, 1967. 


FEDERAL COMMUNICATIONS 
COMMISSION, 
Ben F. WAPLE, 
Secretary. 


Parts 0 and 1 of Chapter I of Title 
47 of the Code of Federal Regulations 
are amended as follows: 

1. Section 0.93 is revised to read 
follows: . 


[sEAL] 
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§ 0:93 Field offices. 

Common Carrier Bureau field offices 
are located at 90 Church Street, New 
York, N.Y. 10007; and Room 1016, 208 
North Broadway, St. Louis, Mo. 63102. 
§ 0.114 [Amended] 


2. In § 0.114 the term “Federal Avia- 
tion Agency” is redesignated “Federal 
Aviation Administration.” . 

3. In § 0.121, the first two columns in 
the table in paragraph (a), and para- 
graphs (b), (c), (d), and (e), are revised 
to read as follows: 

§ 0.121 Location of field offices and 
monitoring stations. 

(a) ses 


Address of engineer in charge 


= genes ye Boston, Mass. 
743 Federal Bldg., 641 W n 
St., New von te me 
was ew Pa toon. 
a. 
Room 418, U.S. Customhouse, Ga: 
-, Water Sts., Baltimore, Md. 
Room 405, Federal Bidg., Norfolk, 
Va. 23510. 


8t., A’ 
ffice Box 77, Room 
= a Office Bldg., Savannah, 


a. 31402. 
Room 919, 51 Southwest First Ave., 
Miami, 33130. 


Willow St., 

1314 Wood S8t., Room 
75202. 

849 South Broadway, Los Angeles, 
Calif. 90014. 

Suboffice: Fox Theatre Bldg., 1245 
—— th San Diego, Calif. 


323-A Customhouse, 555 Battery St., 
San Calif. 94111. 


Dearborn St., Chicago, Dl. 60604. 
1929 New Federal Bidg., Detroit, 
Mich, 48226. 
328 Federal Bidg., Buffalo, N.Y. 14203 
Federal Bidg., Post 


Box 3987, 322-323 Federal 

Bidg., San Juan, P.R. 00903. 
Post Office Box 644, Room 53, U.S. 
Post Office and Courthouse Bldg., 


Anchorage, Alaska b 
24 | Room 216, 1919 M St. NW., Washing- 
D.C. 20554, 


nm, D. 
(b) The Marine Offices are located at 
the following addresses: 
Federal Communications Commission, 738 
Federal Office Building, 500 Zack Street, 
33602 


Fla. > 
Federal Communications Commission, Post 
Terminal Island 


Office Box 3009, , 300 South 
Ferry Street, Room 2525, San Pedro, Calif. 
90731. 
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«c) The Class A monitoring stations 
are located at the following addresses: 


Federal Communications Commission, Alle- 
gan Monitoring Station, Post Office Box 
89, Allegan, Mich. 49010. 

Federal Communications Commission, An- 
chorage Monitoring Station, Post Office 
Box 6308 Annex, Anchorage, Alaska 99502. 

Federal Communications Commission, Can- 
andiagqua Monitoring Station, Post Office 
Box 374, Canandaigua, N.Y. 14424. 

Federal Communications Commission, Fort 
Lauderdale Monitoring Station, Post Of- 
fice 22836, Fort Lauderdale, Fla. 33315. 

Federal Communications Commission, Grand 
Island Monitoring Station, Post Office Box 

- 788, Grand Island, Nebr. 68801. 

Federal Communications Commission, Kings- 
ville Monitoring Station, Post Office Box 
632, Kingsville, Tex. 78363. 

Federal Communications Commission, Laurel 
Monitoring Station, Post Office Box 40, 
Laurel, Md. 20810. 

Federal Communications Commission, Liver- 
more Monitoring Station, Post Office Box 
$11, Livermore, Calif. 96551. 

Federal Communications Commission, Pow- 
der Springs Monitoring Station, Post Office 
Box 85, Powder Springs, Ga. 30073. 

Pederal Communications Commission, Santa 
Ana Monitoring Station, Post Office Box 
5126, Santa Ana, Calif. 92704. 

Federal Communications Commission, Wai- 
pahu Monitoring Station, Post Office Box 
1035, Waipahu, Hawaii 96797. 


(ad) The Class B monitoring stations 
are located at the following addresses: 


Federal Communications Commission, Am- 
brose Monitoring Station, Post Office Box 
1126, Denison, Tex. 75020: 

Federal Communications Commissien, Chilli- 
eothe Monitoring Station, Post Office Box 
251, Chillicothe, Ohio 45601. 

Federal Communications Commission, Doug- 
las Monitoring Station, Post Office Box 6, 
Douglas, Ariz. 85607. 

Communications Commission, Spo- 
kane Monitoring Station, Post Office Box 
191, Spokane, Wash. 99210. 


fe) The Class C monitoring stations 
are located at the following addresses: 
Federal Communications Commission, Mari- 


etta Monitoring Station, Post Office Box 
339, Bellingham, Wash. 98225. 

Federal Communications Commission, Wa- 
hiawa Monitoring Station, Post Office Box 
529, Wahiawa, Hawali 96786. 


Federal Communications Commission, 
Winter Harbor Monitoring Station, Post 


Office Box 64, Prospect Harbor, Maine 
04669. 


Federal Communications Commission, 

~ Imperial Beach Monitoring Station, Post 
Office Box 1087, Imperial Beach, Calif. 
92032. 


Federal Communications Commission, 
Post Office Box 181, Sabana Seca, P.R. 
00749. 


* * * * * 


4. In § 0.184, the headnote is revised, 
and paragraph (c) is amended in part 
to correct addresses of the Regional 
Liaison Officers for OCD/OEP Regions 3, 
5, 6, and 7, to read as follows: 

§ 0.184 Regional Liaison Officers of the 
Office of Executive Director, Emer- 
gency Communications Division. 
~ + s os ; + 

tia 
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OCD/ | Address of the FCC oe Liaison 
OEP Officer 


ses 
OCD Region Three, Thomasville, 
Ga. 31792. ph tabeke 


OCD Region Five, er penne 

OD Region Sty Tox. 798 " pederal 
nver 

Center, Bldg. "0, D Denver, Colo. 


oop | Region Seven, Post Office Box 
1300, Santa Rosa, Calif. 95403. 


§ 0.211 [Amended] 
5. In § 0.211, paragraph (e) is deleted. 
§ 0.261 [Amended] 


6. In §0.261(b), the reference to 
“§ 0.445” is deleted and a reference to 
**§ 0.485” is added in lieu thereof. 

1. Section 0.289(b) is revised to read 
as follows: 


§ 0.289 Authority delegated. 


* 7 * * * 


(b) All minutes of actions taken by 
the Chief of the CATV Task Force pur- 
suant to the authority delegated in this 
section shall be maintained for public 
inspection by the CATV Task Force. 
The authorizations issued by the Task 
Force in accordance with its assigned 
functions and delegations of authority 
shall bear the seal of the Commission 
and the signature of the Secretary. 


* * o * * 


8. Section 0.311(a)(9) is revised to. 


read as follows: 


§ 0.311 Authority delegated to the Chief 
and to the Deputy Chief of the Field 
Engineering Bureau. 

(a) * * 

(9) To act on requests by holders of a 
pilot certificate issued by the Civil Aero- 
nautics Administration, the Federal 
Aviation Agency or the Federal Aviation 
Administration for a waiver of the U.S. 
citizenship requirement under section 
303(1) of the Communications Act of 
1934, as amended. 

s * * + . 

9. Section 0.314(e) is revised to read 

as follows: 


§ 0.314 Authority delegated to the Engi- 
neers in Charge. 


* . 7” + - 

(e) For periodic survey as required 
by section 385 of the Communications 
Act of 1934, as amended, and issuance of 
Communications Act radiotelephony cer- 


‘tificates in accordance with § 83. 512 of 


this chapter. 
* > » . * 


10. Section 0.315(b) is revised to read 
as follows: 


§ 0. 315 Authority delegated to Engineers 
in Charge who serve as FCC repre- 
sentatives to Office of Civil Defense 
(OCD) Regional Civil Defense Co- 
ordinating Boards and Regional Pre- 
paredness Committees of the Office 
of Emergency Planning (OEP). 


(b) Engineers in Charge of Field En- 
gineering Bureau district offices at Bos- 


ton, Mass.; Baltimore, Md.; Atlanta, Ga,: 
Detroit, Mich.; Dallas, Tex.; Denver, 
Colo.; San Francisco, Calif.; and Seattle, 
Wash., are designated as the alternate 
FCC representatives to the Regional Civi] 
Defense Coordinating Boards. (FCC Re. 
gional Liaison Officers of the Emergency 
Communications Division are designated 
as the principal representatives to the 
Regional Civil Defense Coordinating 
Boards.) ’ ‘ 


* 7 > * * 
11. Section 0.385(a) is revised to read 
as follows: 


§ 0.385 FCC representatives assigned to 
Regional Pre mittees 
of the Office of Emergency Planning 
during a wartime emergency period, 
> * = + - 

(a) When communication is available 
to higher authority within the FCC. 
When instructions can be obtained from 
higher authority within the FCC, the 
authority of FCC representatives as- 
signed to Regional Preparedness Com- 
mittees shall comprise that delegated to 
the Engineers in Charge in nonemer- 
gency periods under § 0.314. Action under 
this delegation must be consistent with 
any defense rules that supersede rules 
for normal conditions, wartime plans and 
emergency orders that may be adopted 
by the Commission, emergency legisla- 
tion, Executive orders, and any pertinent 
actions of other Government agencies 
taken pursuant to authority delegated to 
them under section 606 of the Commu- 
nications Act of 1934, as amended. 

* * ae . + 

12. Section 0.401(a) is revised to read 

as follows: 


§ 0.401 Lecation of Commission offices. 


(a) The main offices of the Commission 
are located at 1919 M Street NW., Wash- 
ington, D.C. 


(1) Documents submitted by mail to 
those offices should be addressed to: 


Federal Communications Commission, Wash- 
ington, D.C. 20554. ; 


(2) Hand-carried applications accom- 


panied by a filing fee should be deliv- 
ered to: 


Mail and Files Division, Office of Executive 


Director, 1919 M Street NW., Washington, 
D.C. 


(3) Other hand-carried documents 


should be delivered to: 


Office of the Secretary, 1919 M Street NW., 
Washington, D.C. 


* * * * * 


§ 0.422 [Amended] 


13. In § 0.422, the staff unit, “Office 
of Reports and Information,” is redesig- 
nated “Office of Information.” 

§ 1.61 [Amended] 

14. The note preceding Subpart A of 
Part 1 is deleted from its present position 
and added at the end of § 1.61; and, in 
§ 1.61 (c), (e), and (f) the term “Federal 
Aviation Agency” is redesignated ‘“Fed- 
eral Aviation Administration.” 
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15. Section 1.202 is revised to read as 
follows: 


§ 1.202 Official reporter; transcript. 


The Commission will designate from 
time to time an official reporter for the 
recording and transcribing of hearing 
proceedings. The transcript of the testi- 
mony taken, or argument had, at any 
hearing will not be furnished by the 
Commission, but will be open to inspec- 
tion under § 0.453(a) (1) of this chapter. 
Copies of such transcript, if desired, may 
be obtained from the official reporter 
upon payment of the charges therefor. 


§1.412 [Amended] 


16. In §$1.412(a)(1),; the staff unit, 
“Office of and Information,” is 
redesignated “Office of Information.” 


§1.526 [Amended] 


17. In subparagraphs (1), (2), and 
(3) of §1.526(a), the references to 
“30.417” are deleted and references to 
“$§ 0.451-0.461" are added in lieu thereof. 

18. In the notes following § 1.570 
(b) (3), Note 2 is revised to read as fol- 
lows: 


§1.570 Standard broadcast applications 
involving other North American coun- 
tries. 

. * * Y * a 
(b) * *+ * 


Nore 2: For the purpose of this section, 
an application is not regarded as inconsistent 
with the provisions of NARBA if it is for 
Class IV facilities operating with more than 
250 watts but no more than 1 kw power, to 
be located in those portions of the United 
States where such facilities are not precluded 
under note 1 to §73.21(c) of this chapter, 
and where such facilities would not cause 
objectionable interference (under the stand- 
ards set forth in NARBA) to a duly notified 
station in any other NARBA signatory coun- 
try or in Haiti. 


* * * * * 


19. The note following § 1.573 is re- 
vised to read as follows: 


§ 1.573 Processing of FM and noncom- 
mercial educational FM broadcast 
applications. 


* * * * * 


Nore: During further consideration of the 
matters and issues in Docket No. 14185 (per- 
taining to the revision of the FM broadcast 
rules), applications for noncommercial edu- 
cational FM broadcast authorizations will be. 
subject to the following procedures, notwith- 
standing any provision of the FM Broadcast 
rules or of this section to the contrary: 

(a) Noncommercial educational stations. 
With respect to grant and (after Aug. 8, 
1962) acceptance of applications for con- 
struction permits for new or changed facil) - 
ties on the channels reserved in § 73.501 © 
this chapter for educational use, the follow- 
ing restrictions will apply: 

(1) Applications for facilities on channels 
218, 219, and 220 must meet the following 
criteria: 

(i) The facilities requested must not ex- 
ceed the maximum facilities specified in 
§ 73.211 of this chapter (as amended July 25, 
1963, effective Sept. 11, 1963) for Class B or 
Class C commercial stations, depending on 
the zone in which the requested facilities 
would be located. 
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(ii) The requested facilities must be lo- 
cated, with respect to any assignment on 
FM Channels 221, 222, and 223 specified in 
the table of assignments in § 73.202 of this 
chapter at no less than the minimum mile- 
age separations specified for stations of their 
class in §§ 73.207 and 73.504 of this chapter. 

(ill) Where the application is for change 
in transmitter site, the move must not 
shorten the separation between the station 
and other cochannel and adjacent-channel 
stations, if the result would be a spacing 
less than that specified in § 73.207 of this 
chapter (as amended July 25, 1963, effective 
Sept. 11, 1963). 

(2) No application for facilities on any 
channel specified in § 73.501 of this chapter 
will be granted or accepted if the facilities 
requested would cause objectionable inter- 
ference within the 1 mv/m contour of any 
cochannel or adjacent-channel station, or 
receive interference within the proposed 
mv/m contour. The following standards 
shall be used to determine the existence of 
objectionable interference: 

(i) The distance to the 1 mv/m contour 
shall be determined by use of Figure 1 of 
§ 73.333 of this chapter (as amended July 25, 
1962, effective Gept. 10, 1962) . 

(ii) The distance to the applicable inter- 
ference contour shall be determined by the 
F(50, 10) curve published with the Commis- 
sion’s Order, FCC 61-1447, adopted Decem- 
ber 6, 1961, setting forth the interim 
procedure for processing FM applications. 

(iii) Objectionable interference will be 
considered to exist where, on the basis of 
the curves referred to in this subparagraph, 
the undesired signal of a cochannel signal 
exceeds one-half of the desired signal, the 
undesired signal of a station 20 kc/s removed 
exceeds one-half of the desired signal, the 
undesired signal of a station 400 kc/s removed 
exceeds 10 times the desired signal, or the 
undesired signal of a station 600 kc/s re- 
moved exceeds 100 times the desired signal. 

(3) Directional antennas: No application 
for construction permit for a new station, 
change in channel, or change in existing 
facilities on the same channel will be granted 
or accepted for filing where it proposes a 
directional antenna with a maximum-to- 
minimum ratio of more than 15 db. 

(b) Mazimum and minimum facilities for 
stations on noncommercial channels. No pro- 
visions of these rules as to minimum facilities 
shall apply to noncommercial educational 
stations operating on the channels specified 
in § 738.501 of this chapter, or to grant or 
acceptance of applications by any existing 
station for increase in facilities on its present 
channel; and no provisions as to maximum 
facilities shall apply to noncommercial edu- 
cational stations on Channels 201 to 217, 
inclusive, set forth in § 73.501 of this chapter. 


20. In § 1.912 paragraph (e) is revised 
to read as follows: 


.§ 1.912 Where applications are to be 
filed. 


* * * * * 


(e) All other applications shall be filed 
with the Commission’s offices in Wash- 
ington as follows: 

(1) Applications 
shall be addressed to 


Federal Communications Commission, Wash- 
ington, D.C. 20554. 
(2) Hand-carried applications accom- 
panied by fees shall be delivered to: 
Mall and Files Division, Office of Executive 


Director, 1919 M Street NW., Washington, 
D.C. 


submitted by mail 


20861 


(3) Hand-carried applications not ac- 
companied by fees shall be delivered to: 
Office of the Secretary, 1919 M Street NW., 

Washington, D.C. 


[F.R. Doc. 67-15019; Filed, Dec. 27, 1967; 
8:45 a.m.] 


Title 49—TRANSPORTATION 


Chapter X—Interstate Commerce 
Commission 


SUBCHAPTER A—-GENERAL RULES AND 
REGULATIONS 


[S.0. 948, Amdt. 8] 
PART 1033—CAR SERVICE 


Chicago, Rock Island and Pacific Rail- 
road Co. Authorized To Operate 
Over Trackage of Union Pacific 
Railroad 


At a session of the Interstate Com- 
merce Commission, Railroad Service 
Board, held in Washington, D.C., on the 
20th day of December 1967. 

Upon further consideration of Service 
Order No. 948 (29 F.R. 564, 5757, 18426; 
30 F.R. 8269, 16005; 31 F.R. 8872, 16151; 
32 F.R. 9230), and good cause appearing 
therefor: 

It is ordered, That: 

Section 1033.948 Service Order No. 
948 -(The Chicago, Rock Island and Pa- 
cific Railroad Co. authorized to operate 
over trackage of Union Pacific Railroad, 
be, and it is hereby amended by sub- 
stituting the following paragraph (d) 
for paragraph (d) thereof: 

(d) Expiration date: This order shall 
expire at 11:59 p.m., June 30, 1968, un- 
less otherwise modified, changed, or sus- 
pended by order of this Commission. 

Effective date. This amendment shall 
become effective at 11:59 p.m., December 
31, 1967. : 


(Secs, f; 12, 15, and 17(2), 24 Stat. 379, 383, 
384, as amended; 49 U.S.C. 1, 12, 15, and 
17(2), Interprets or applies secs. 1 (10-17), 
15(4), and 17(2), 40 Stat. 101, as amended 
pe Stat. 911; 49 U.S.C. 1(10-17), 18(4), and 
7(2)) 


It is further ordered, That copies of 
this order and direction shall be served 
upon the State Corporation Commission 
of Kansas and upon the Association of ~ 
American Railroads, Car Service Divi- 
sion, as agent of the railroads subscrib- 
ing to the car service and per diem 
agreement under the terms of that agree- 
ment; and that notice of this order shall 
be given to the general public by deposit- 
ing a copy in the office of the Secretary 
of the Commission at Washington, D.C., 
and by filing it with the Director, Office 
of the Federal Register. 


By the Commission, Railroad Service 
Board. 


[sEaL] H. New. Garson, 
Secretary. 
[F.R. Doc. 67-15036; Filed, Dec. 27, 1967; 
8:48 a.m.] 
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[S.0. 950, Amdt. 7] 
PART 1033—CAR SERVICE 


Chicago, Burlington & Quincy Railroad 
Co. Authorized To Operate Over 
Trackage of Union Pacific Railroad 


At a session of the Interstate Com- 
merce Commission, Railroad Service 
Board, held in Washington, D.C., on the 
20th day of December 1967. 

Upon further consideration of Serv- 
ice Order No. 950 (29 F.R. 565, 5757, 
18427; 30 F.R. 8163, 16006; 31 F.R. 16152; 
32 F.R. 3231), and good cause appearing 
therefor: 

It is ordered, That: 

Section 1033.950 Service Order No. 
950 (Chicago, Burlington & Quincy Rail- 
road authorized to operate over track- 
age of Union Pacific Railroad), be, and 
it is hereby amended by substituting the 
following paragraph (d) for paragraph 
(d) thereof: 

(d) Expiration date: This order shall 
expire at 11:59 p.m., March 31, 1968, un- 
less otherwise modified, changed, or sus- 
pended by the order of this Commission. 

Effective date. This amendment shall 

become effective at 11:59 p.m., Decem- 
ber 31, 1967. 
(Secs. 1, 12, 15, and 17(2), 24 Stat. 379, 383, 
384, as amended; 49 U.S.C. 1, 12, 15, and 17 
(2). Interprets or applies secs. 1(10-17), 
15(4), and 17(2), 40 Stat. 101, as amended 
54 Stat. 911; 49 U.S.C. 1(10-17), 15(4), and 
17(2)) 

It is further ordered, That copies of 
this order and direction shall be served 
upon the State Corporation Commission 
of Kansas and upon the Association of 
American Car Service Divi- 
sion, as agent of the railroads subscrib- 
ing to the car service and per diem agree- 
ment under the terms of that agreement; 
and that notice of this order shall be 
given to the general public by depositing 
@ copy in the office of the Secretary of 
the Commission at Washington, D.C., 
and by filing it with the Director, Office 
of the Federal Register. 


By the Commission, Railroad Service 
Board. 


[SEAL] H. Nem Garson, 
Secretary. 
[F.R. Doc. 67-15037; Filed, Dec. 27, 1967; 
8:48 a.m.] 


[S.0. 992, Amat. 1] 
PART 1033—CAR SERVICE 


Union Pacific Railroad Co. Authorized 
To Operate Over Trackage of Great 
Northern Railway Co. 


At a session of the Interstate Com- 
merce Commission, Railroad Service 
Board, held in Washington, D.C., on the 
20th day of December 1967. 

Upon further consideration of Service 
Order No. 992 (32 F.R. 8037) and good 
cause appearing therefor: 

It is ordered, That: 

Section 1033.992 Service Order No. 
992 (Union Pacific Railroad Company 
authorized to operate over trackage of 
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Great Northern Railway Co.), be, and it 
is hereby amended by substituting the 
following paragraph (e) for paragraph 
(e) thereof: 

(e) Expiration date: This order shall 
expire at 11:59 p.m., March 31, 1968, 
unless otherwise modified, changed, or 
suspended by order of this Commission. 

Effective date. This amendment shall 
become effective at 11:59 p.m., Decem- 
ber 31, 1967. 

(Secs. 1, 12, 15, and 17(2), 24 Stat. 379, 383, 
$84, as amended; 49 U.S.C. 1, 12, 15, and 17 
(2). Interprets or applies secs, 1(10-17), 
15(4), and 17(2), 40 Stat. 101, as amended 


54 Stat. 911; 49 U.S.C. 1(10-17), 15(4), and 
17(2)) 


It is further ordered, That copies of 
this amendment shall be served upon the 
Association of American Railroads, Car 
Service Division, as agent of the railroads 
subscribing to the car service and per 
diem agreement under the terms of that 
agreement; and that notice of this order 
shall be given to the general public by 
depositing a copy in the Office of the 
Secretary of the Commission at Wash- 
ington, D.C., and by filing it with the 
Director, Office of the Federal Register. 


By the Commission, Railroad Service 
Board. 


[SEAL] H. Neri Garson, 
Secretary. 
[F.R. Doc. 67—-15035; Filed, Dec. 27, 1967; 
8:47 a.m.] 


Title 50—WILDLIFE AND 
FISHERIES 


Chapter I—Bureau of Sport Fisheries 
and Wildlife, Fish and Wildlife 
Service, Department of the Interior 


PART 28—PUBLIC ACCESS, USE, AND 
RECREATION 


Bombay Hook National Wildlife 
Refuge, Del. 


The following special regulation is 
issued and is effective on date of pub- 
lication in the FrepERAL REGISTER. 


§ 28.28 Special regulations; recreation; 
for the individual wildlife refuge 
areas. 

DELAWARE 


BOMBAY HOOK NATIONAL WILDLIFE REFUGE 


Travel by motor vehicle, bicycle, or on 
foot is permitted on designated routes 
unless prohibited by posting, for the pur- 
pose of nature study, photography, hik- 
ing, and sightseeing, during daylight 
hours. Pets are permitted if on a leash 
not over 10 feet in length. Outdoor 
lunches are permitted in designated areas 
where lunch facilities are provided. Under 
special regulations, fishing is permitted 
in tidal waters from boats only. Public 
hunting under special regulations may be 
permitted on parts of the refuge. 

The refuge area, comprising 16,280 
acres, is delineated on maps available at 
refuge headquarters and from the office 


of the Regional Director, Bureau of Sport 
Fisheries and Wildlife, Post Office ang 
Courthouse, Boston, Mass. 02109. 

The provisions of this special regula. 
tion supplement the regulations which 
govern recreation on wildlife refuge areas 
generally, which are set forth in Title 59 
Code of Federal Regulations, Part 28, ang 
are effective through December 31, 1969, 


RIcHarD E. GRIFFITH, 
Regional Director, Bureau of 
Sport Fisheries and Wildlife, 


DECEMBER 18, 1967. 


[F.R. Doc. 67-15004; Filed, Dec. 27, 1967, 
8:45 a.m.] 


PART 28—PUBLIC ACCESS, USE, AND 
RECREATION 


Great Swamp National Wildlife 
Refuge, N.J. 


The following special regulation is 
issued and is effective on date of publi- 
cation in the FeperRAL REGISTER. 


§ 28.28 Special regulations: recreation; 
for the individual wildlife refuge 


areas. 
NEw JERSEY 


GREAT SWAMP NATIONAL WILDLIFE REFUGE 


Travel by motor vehicle or on foot is 
permitted on designated routes unless 
prohibited by posting, for the purpose of 
nature study, photography, hiking, and 
sightseeing, during daylight hours. Pets 
are allowed if on a leash not over 10 feet 
in length. 

The refuge area, comprising 4,008 
acres, is delineated on maps available at 
refuge headquarters and from the office 
of the Director, Bureau of Sport 
Fisheries and Wildlife, Post Office and 
Courthouse, Boston, Mass. 02109. 

The provisions of this special regula- 
tion supplement the regulations which 
govern recreation on wildlife refuge areas 
generally, which are set forth in Title 
50, Code of Federal Regulations, Part 28, 
and are effective through December 31, 
1968. 

Ricwuarp E. GRIFFITH, 
Regional Director, Bureau of 
Sport Fisheries & Wildlife. 


DECEMBER 18, 1967. 


«[F.R. Doc. 67-15005; Filed, Dec. 27, 1967; | 
8:45 a.m.] 


PART 28—PUBLIC ACCESS, USE, AND 
RECREATION 


Iroquois National Wildlife Refuge, 
N.Y. 


The following special regulation is is- 
sued and is effective on the date of publi- 
cation in the FepEeraAL REGISTER. 


§ 28.28 Special regulations: recreation; 
for the individual wildlife refuge 
areas. 

New York 


IROQUOIS NATIONAL WILDLIFE REFUGE 


Travel by motor vehicle or on foot is 
permitted on designated travel routes, 
for the purpose of nature study, photos- 
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raphy, hiking, and sightseeing, during 
daylight hours. Pets are permitted if on 
@ leash not over 10 feet in length. Fishing 
and hunting may be permitted on parts 
of the refuge under special regulations. 

The refuge area, comprising 10,783 
acres, is delineated on maps available at 
refuge headquarters and from the office 
of the Regional Director, Bureau of 
Sport Fisheries and Wildlife, Post Office 
and Courthouse, Boston, Mass. 02109. 

The provisions of this special regula- 
tion supplement the regulations which 
govern recreation on wildlife refuge areas 
generally, which are set forth in Title 50, 
Code of Federal Regulations, Part 28, 
and are effective through December 31, 
1968. \ 

RiIcHarD E. GRIFFITH, 
Regional Director, Bureau of 
Sport Fisheries and Wildlife. 


DeEcEMBER 18, 1967. 


[F.R. Doc. 67-15006; Filed, Dec. 27, 1967; 
8:45 a.m.] 


PART 33—SPORT FISHING 


Iroquois National Wildlife Refuge, 
N.Y. 


The following special regulation is is- 
sued and is effective on the date of publi- 
cation in the FEepERAL REGISTER. 


§ 33.5 Special regulation: sport fishing, 
for individual wildlife refuge areas. 


New YorkK 
IROQUOIS NATIONAL WILDLIFE REFUGE 


Sport fishing on the Iroquois National 
Wildlife Refuge, Basom, N.Y., is permit- 
ted on the areas designated by signs as 
open to fishing. These open areas, com- 
prising 26 acres, are delineated on maps 
available at refuge headquarters and 
from the office of the Regional Director, 
Bureau of Sport Fisheries and Wildlife, 
U.S. Post Office and Courthouse, Boston, 
Mass. 02109. Sport fishing shall be in ac- 
cordance with all applicable State regu- 
lations subject to the following special 
conditions. F 

(1) The use of boats with motors is 
not permitted. 

(2) The use of boats after October 15th 
is not permitted. 

The provisions of this special regula- 
tion supplement the regulations govern- 
ing fishing on wildlife refuge areas gen- 
erally which are set forth in Title 50, 
Code of Federal Regulations, Part 33, 
— are effective through December 31, 
1968. 

RIcHARD E. GRIFFITH, 
Regional Director, Bureau of 
Sport Fisheries and Wildlife. 


DECEMBER 18, 1967. 


[F.R. Doc. 67-15007; Filed, Dec. 27, 1967; 
8:45 a.m.] 
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DEPARTMENT OF AGRICULTURE 


Consumer and Marketing Service 
[7 CFR Part 511 


FLORIDA ORANGES, TANGELOS, 
GRAPEFRUIT, AND TANGERINES 


Standards for Grades * 


Notice is hereby given that the US. 
Department of Agriculture is considering 
the amendment of U.S. Standards for 
Grades of Florida Oranges and 
(7 CFR 51.1140-51.1179) pursuant to the 
Agricultural Marketing Act of 1946 (60 
Stat. 1087, as amended; 7 U.S.C. 1621- 
1627). 

Notice is hereby given that the US. 
Department of Agriculture is considering 
the amendment of U.S. Standards for 
Grades of Florida Grapefruit (7 CFR 
51.750-51.783) pursuant to the Agricul- 
tural Marketing Act of 1946 (60 Stat. 
1087, as amended; 7 U.S.C. 1621-1627). 

Notice is hereby given that the U.S. De- 
partment of Agriculture is considering 
the amendment of U.S. Standards for 
Grades of Florida Tangerines (7 CFR 
51.1810—51.1834) pursuant to the Agri- 
cultural Marketing Act of 1946 (60 Stat. 
1087, as amended; 7 U.S.C. 1621-1627). 

All persons who desire to submit writ- 
ten data, views, or arguments for con- 
sideration in connection with these pro- 
posals should file the same in duplicate, 
not later than January 30, 1968, with the 


(paragraph sp of § 1.27, as amended at 
29 F.R. 7311) 

Statement ‘of considerations leading 
to the proposed amendment of these 
grade standards. For many years the 
destination tolerance for decay in the 
US. Grade Standards for Florida 
Oranges and Tangelos, Grapefruit, and 
Tangerines has been 3 percent and this 


1 Packing of the product in conformity 
with the requirements of these standards 
shall not excuse failure to comply with the 
provisions of the Federal Food, Drug, and 
Cosmetic Act or with applicable State laws 
and regulations. 


tolerance has been accepted over the 
years by the trade. The Standards pub- 
lished in the Freperat REGISTER on Sep- 
tember 27, 1967, and which became 
—, October 15, 1967, failed to _ 
uately reflect this decay tolerance. The 

statistical approach system is recognized 
as being better than one which provides 
for a constant tolerance. It has been es- 
tablished that not holding to a constant 
percent is more equitable to both seller 
and buyer. 

In converting the percent tolerance to 
acceptance numbers based on statistical 


- 


sampling, it was not possible to hold to a 
constant t, such as 3 percent. How- 
ever, this proposal would change the ac- 
ceptance numbers for decay in Table II, 
“En Route or at Destination,” to more 
nearly reflect the long established 3 
percent destination tolerance than does 
the current standard. 

As proposed to be amended, § 51.1152 
Table II, in the U.S. Standards for Grades 
of Florida Oranges and Tangelos, the ac- ' 
ceptance numbers for decay are as 
follows: 


TaBLe II—EN Rovure OR aT DESTINATION 


As proposed to be amended, § 51.761 Table II, in the U.S. Standards for Grades 


of Florida Grapefruit, the 


numbers for decay are as follows: 


TasLe TEN Rovure or At DESTINATION 


Se eee 1818 
acceptance 


of Florida Tangerines, the 


Number of 33-count samples ? 


Table II, in the US. — for Grades 
numbers 


for decay are as follows 


TaBie II—En ROUTE OR AT DESTINATION, 


Number of 50-count samples ? 


(Secs, 208, 205, 60 Stat. 10867, as amended, 1090 as amended; 7 U.S.C. 1622, 1624) 


Dated: December 21, 1967. 


[F.R. Doc. 67-15000; Filed, Dec. 27, 1967; 8:45 &.m.] 
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DEPARTMENT OF 
TRANSPORTATION 


Federal Highway Administration 
[23 CFR Part 255 1] 


FEDERAL MOTOR VEHICLE SAFETY 
STANDARDS 


Notice of Proposed Rule Making 


The Federal Highway Administration 
is considering amending § 255.21 of Part 
255, Federal Motor Vehicle Safety Stand- 
ards, by adding new standards and by 
amending certain of the Initial Federal 
Motor Vehicle Safety Standards issued 
January 31, 1967. 

The new standards under considera- 
tion are: 


Head Restraints—Passenger Cars. 

Headlamp Concealment Devices—Passenger 
Cars, Multipurpose Passenger Vehicles, 
Trucks, Buses, and Motorcycles. 

Hood Latch Systems—Passenger Cars, Multi- 
a Passenger Vehicles, Trucks, and 


mnett rt Proteetion—Penseiieit Cars. 

Vehicle Identification Number—Passenger 
Cars. 

Impact Protection for Occupants from Inte- 
rior Compartment Doors— Cars. 

Exterior Protrusions—Passenger Cars, Multi- 
purpose Passenger Vehicles, Trucks, Buses, 
Trailers, and Motorcycles. 

Windshield Mounting—Passenger Cars. 


T’ . amendments under consideration -- 


would amend Standard No. 103, “Wind- 
shield Defrosting and Defogging—Pas- 
senger Cars and Multipurpose Passenger 
Vehicles;” Standard No. 104, “Wind- 
shield Wiping and Washing Systems— 
Passenger Cars;” and Standard No. 206, 
“Door Latches and Door Hinge Systems 
—Passenger Cars.” The proposal to 
amend Standard No. 103 supersedes the 
notice of proposed rule making pub- 
lished in the Fepgerat Recister February 
3, 1967 (32 F.R. 2418) [Docket No. 9; 
Notice No. 67-31]. 

In drafting these proposed standards 
and amendments, the Administratidn 
considered the comments received in re- 
sponse to the advance notices of pro- 


posed rule making published in the Frp-~ 


ERAL REGISTER On February 3, 1967 (32 
F.R. 2417), and October 14, 1967 (32 
F.R. 14278), and 
nical conferences held with interested 
persons on September 7, Noyemiber 14, 
December 13, and December 14, 1967, 


and consulted with the National Motor . 


Vehicle Safety Advisory Council 

Interested persons are invited to par- 
ticipate in the making of the 
and amendments by submitting 
data, views, or arguments. Comments 
should contain supporting statements 
and data to justify all conclusions and 
recommendations. Comments must iden- 
tify the individual docket number and 


be submitted in 10 copies to the National 


Highway Safety. Bureau, Attention: 
Rules Docket, Room 512, Federal High- 
way Administration, U.S. Department of 
Transportation, Washington, D.C. 20591. 
All comments received on or before the 


received in tech-: 


PROPOSED RULE MAKING 


- Close of business January 26, 1968, will 
Administrator be- 


be considered by the 


fore taking action upon the proposed 
- standards 


and amendments. The pro- 
posals contained in this notice may be 
changed if warranted by comments re- 
ceived. All comments will be available in 


. the Rules Docket for examination by in- 


terested persons both before and after 
the closing date for comments. 

In consideration of the foregoing, it 
is proposed to amend § 255.21 of Part 
255, Federal Motor Vehicle Safety Stand- 
ards, as set forth below. 

This notice is issued under the au- 
thority. of sections 103 and 119 of the 
National Traffic and Motor Vehicle 
Safety Act of 1966 (15 U.S.C. 1392, 1407) 
and the delegation of authority of March 
31, 1967 (32 F.R. 5606) , as amended April 
6, 1967 (32 F.R. 6495) ,-July 27, 1967 (32 
F.R. 11276), and October 11, 1967 (32 
F.R. 14277). 


Issued in:Washington, D.C., on Decem- 


- ber 22, 1967. 


i LOwELL EK. BRIDWELL, 
Federal Highway Administrator. 


1. Add the following new Federal Mo- 
tor Vehicle Safety Standards: 


[Docket No. 8] 
Heap RESTRAINTS—PASSENGER CARS 


81. Purpose and scope. This standard 
specifies requirements for head restraints 
to reduce the frequency and severity of 
neck injury in rear end collisions. 

82. Application. This standard applies 
to pono or 

83. Definition. “Head restraint” means 
a device that limits rearward angular 
displacement of the occupant’s head rel- 
ative to his torso line. 

84. Requirments. 

84.1 A head restraint shall be in- 
stalled at each outboard front designated 


§5.1, during a forward acceleration of at 
least 8g on the seat supporting structure 
limits rearward angular 


(b) When adjusted to its fully ex- 


tended design position, conforms to each - 


of the following 


(1) The top of the head restraint shall | 


not be less than 27.5 inches above the 


_seating reference point measured paral- 


lel to the torso line. 

(2) The lateral width of the head re- 
straint shall, 25 inches above the seating 
reference point measured parallel to the 
torso line, be-not less than— 

() 10 inches for use with bench-type 
seats; and 

Gi) 6.75 inches for use with individ- 


ten ual-type seats. 


(3) When tested in accordance with 
§5.2, the rearmost portion of the head 
form shall not be displaced to more than 
4 inches rearward of the torso line 
(measured perpendicular to the torso 
line) during the application of the load 
required by S5.2(b). 

(4) When tested in accordance with 
85.2, the head restraint shall not fail to 
withstand an increasing load until one 
of the following occurs— 
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(i) Failure of the seat or seat back; 
or 

(ii) Application of a load of 200 
pounds. 

S5. Demonstration procedures. 

$5.1 Compliance with S4.1(a) shall 
be demonstrated in accordance with the 
following: 

(a) Establish reference lines on the 
head and torso of a test device having 
the weight and “H” point to top-of- 
head dimension of a 95th percentile adult 
male, and an approved representation of 
human, articulated neck structure. 

(b) At each designated seating posi- 
tion having a head restraint, place the 
test device, snugly restrained by a Type 
1 seat belt, with the head restraint ad- 
justed to its fully extended position. 

(c) During a forward peak accelera- 
tion of at least 8g on the seat supporting 
structure, measure the maximum rear- 
ward angular displacement between the 
torso reference line (extended) and the 
head reference line. 

$5.2 Compliance with 84.1(b) shall 
be demonstrated in accordance with the 
following: 

(a) Install the head restraint in the 
fully extended design position. 

(b) Using a 6.5-inch diameter head 
form, apply a rearward initial load of 
132 pounds to the head -restraint per- 
pendicular to the torso line at a point 
25 inches above the seating reference 
— (measured parallel to the torso 


(c) Gradually increase this initial 
load to 200 pounds or until the seat or 
seat back fails, whichever occurs first. 

Anticipated effective date: January 1, 
1969. 

[Docket No. 1-16] 


HEADLAMP CONCEALMENT DeEvices—Pas- 
SENGER CARS, MULTIPURPOSE PASSENGER 
VEHICLES, TRUCKS, BUSES, AND MoTor- 
CYCLES 


81. Purpose and scope. This standard 
specifies requirements for headlamp con- 


82. Application. This standard applies 
to passenger cars, multipurpose pas- 
senger vehicles, trucks, buses, and mo- 
torcycles. 

$3. Definitions. 

“Headlamp concealment device” 
means a device with its operating system 
and components that provides conceal- 
ment of the headlamps when they are 
not in use, including movable headlamp 
covers and headlamps that displace for 
concealment purposes. 


“Power” means any power source uti- 
lized to operate the headlamp conceal- 
ment device. 

“Fully opened” means the position of 
the headlamp concealment device that 
provides a completely exposed headlamp 
without affecting the aim or light emis- 
sion of the headlamp. 

84. Requirements. 

Each headlamp concealment de- 
the fully opened position shall, 
ehicle operation, remain in the 


84.1 
vice in 
during v 
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fully opened position should any of the 
following occur: 

(a) Sudden or gradual loss of power 
to or within the operating m 

(b) Disconnection, open-circuiting, or 
malfunctioning in the wiring, tubing, 
hoses, solenoids, or other components 
that control or conduct power for operat- 
ing the concealment device. 

(c) Complete stoppage of or loss of 
power from the engine of the vehicle. 

S4.2 In the event of loss of power, 
with the headlamp concealment device 
in the closed position, the device shall 
open by actuation of a switch or similar 
mechanism or be capable of being manu- 
ally placed in the fully opened position 
and shall remain in this position until 
manually closed. 

S4.3. Normal actuation of the head- 
lamp concealment device and illumina- 
tion of the headlamps shall be accom- 
plished by means of a single switch or 
similar mechanism. 

S4.4 Each headlamp concealment de- 
vice shall be designed, constructed, and 
installed so that no Component of the 
device, other than components of the 
headlamp assembly, need be removed 
when mounting, aiming, or adjusting the 
headlamps. 

$4.5 If the headlamps are illuminated 
during the opening and closing of the 
headlamp concealment device, the head- 
lamp beams shall not project to the left 
of or above the position of the beams in 
the fully opened position. % 

S4.6 Within an ambient temperature 
range of minus 20 to plus 120° F., each 

concealment device shall open 


headlamp 

to the fully opened position within 3 

seconds after normal actuation of the 

switch or similar mechanism. 
Anticipated effective date: January 1, 

1969. 


[Docket No. 1-17] 


Hoop LatcH SysTEMS—PASSENGER CARS, 
MULTIPURPOSE PASSENGER VEHICLES, 
TRUCKS, AND BUSES 


S1. Purpose and scope. This standard 
specifies requirements for hood latch 
systems to reduce the possibility of an 
inadvertent hood opening that would 
impair the driver’s normal] forward view. 


S2. Application. This standard applies 


to passenger cars, multipurpose passen- 
ger vehicles; trucks, and buses. 

S3. Requirements. 

$3.1 A primary hood latch system 
shall be provided. 

$3.2 A secondary hood latch system 
shall be provided for each front opening 
hood that, when in any open position, 


impairs the driver’s normal forward. 


view. 
Anticipated effective date: January 1, 
1969. 

[Docket No. 1-21] 


L 
THEFT PROTECTION—PASSENGER CARS 


S1. Purpose and scope. This standard 
specifies requirements for theft protec- 
tion to reduce the incidence of unauthor- 
ized vehicle use. 

S2. Application. This standard applies 
to passenger Cars. 
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S3. Requirements. A key locking sys- 
tem shall be provided that, with the key 
removed, will prevent— 

(a) Operation of the vehicle power 
plant; and 

‘ (b) Steering or mobility of the vehicle. 
$3.1 There shall not be less than 

1,000 key combinations for each manu- 

facturer’s key locking system. 

$3.2 It shall not be possible to remove 
the key from the locking system without 
a the deterrents required by 


$3.3 The deterrent required by S3.(b) 
shall not be activated when the key of the 
locking system is turned to the “off” 
Position. 

S3.4 A warning shall be provided to 
the driver that the key has been left in 
the locking system when the driver’s 
door is opened. 
oe effective date: January 1, 

0 
[Docket No. 1-22] 


VEHICLE IDENTIFICATION NUMBER—PAS- 
SENGER CARS 


Sl. Purpose and scope. This standard 
specifies requirements for vehicle identi- 
fication numbers to reduce the incidence 
and extent of unauthorized vehicle use. 

S2. Application. This standard applies 
to passenger cars. 

S3. Definition. “Vehicle identification 
number” means that number assigned to 
a vehicle by the manufacturer for identi- 
fication purposes. 

S4. Requirements. The vehicle identi- 
fication number shall— 

(a) Be sunk into or embossed from the 
permanent structure or body of the ve- 
hicle or on a separate plate permanently 
affixed to the permanent structure or 
body, but shall not be applied to the ve- 


hicle glazing; 


(b) Be located inside the vehicle so 
that it is readable through the vehicle 
glazing by an observer from a position 
outside the vehicle adjacent to the left 
windshield pillar; 

(c) Provide permanent legibility; 

(d) Not be duplicated by any number 
assigned to another vehicle of the same 
— ufacturer during any 10-year period; 
an 

(e) Beso affixed that removal, replace- 
ment, or alternation of the number will 
show evidence of tampe 
a effective date: January i, 

6' 

[Docket No, 2-2] 


IMPACT PROTECTION FOR OCCUPANTS FROM 
INTERIOR COMPARTMENT Doors—Pas- 
SENGER ‘CARS 


S1. Purpose and scope. This standard 
specifies requirements for interior com- 
partment door assemblies to minimize 
the likelihood of injury to occupants 
during impact. 

$2. Application. This standard applies 
to passenger cars. 

S3. Requirements. Each interior com- 
partment door assembly located in an in- 
strument panel, console assembly, seat 


back, or side panel adjacent to a desig-- 


nated seating position shall remain 
closed when unlocked— 


~ 


6 

(a) ‘During a front end longitudinal 
barrier collision test at not less than 30 
miles per hour conducted in accordance 
with Society of Automotive Engineers 
Recommended Practice J850, “Barrier 
Collision Tests,” February 1963, or ap- 
proved equivalent; 

(b) When the latch system is sub- 
jected to an inertia load of 30g in any 
horizontal or vertical direction in ac- 
cordance with section 5 of SAE Recom- 
mended Practice J839b, “Passenger Car 
Side Door Latch Systems,” May 1965, or 
an approved equivalent; and 

(c) When tested in accordance with 
83.1, or 83.2, as applicable, of Motor Ve- 
hicle Safety Standard No. 201 “Occu- 
pant Protection in Interior Impact,” 
except compartment door assemblies lo- 
cated in a console assembly or side panel 
need not meet the requirements con- 
tained in this subparagraph (c). 
wa effective date: January 1, 

[Docket No. 2-5] 


EXTERIOR PROTRUSIONS—PASSENGER Cars, 
MULTIPURPOSE PASSENGER VEHICLES, 
Trucks, Buses, TRAILERS, AND Moror- 
CYCLES 


Sl. Purpose and scope. This standard 
specifies requirements to limit ornamen- 
tal exterior protrusions, decreasing the 
risk of personal injury to pedestrians 
and cyclists in the event of impact. 

82. Application. This standard applies 
to passenger cars, multipurpose passen- 
ger vehicles, trucks, buses, trailers, and 
motorcycles. 

S3. Requirements. No protrusion serv- 
ing only a decorative or identification 

purpose may be mounted on any hood, 
fender, door, tail gate, rear quarter panel, 
or rear deck panel at a height above the 
ground of less than 75 inches, unless— 

(a) It prajects not more than 4% inch 
outward from the surrounding panel 
surface; or 

(b) Upon application of a 10-pound 
force in all possible directions, it breaks 
away or deflects, leaving no residual pro- 
trusion projecting more than %% inch 
from the surrounding panel surface. 

Anticipated effective date: January 1, 
1969. 

[Docket No. 2-8] 


WINDSHIELD MOUNTING—PASSENGER Cars 


$1. Purpose and scope, This standard 
specifies requirements for windshield 
moun' s to retain the windshield dur- 
ing a 

S2. Application. This standard ap- 
plies to passenger cars. 

S3. Requirements. When tested in ac- 
cordance with S4., at least 75 percent of 
the periphery of the windshield shall be 
retained by the mounting. 

S4. Demonstration procedures.A 
front end longitudinal barrier collision 
test shall be conducted at not less than 
30 miles per hour in accordance with 
Society of Automotive Engineers Recom- 
mended Practice J850, “Barrier Collision 
Tests,” February 1963. 

Anticipated effective date: January 1, 
1970. 
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2. Revise Motor Vehicle Safety Stand- 
ard No. 103 to read as follows: 


[Dockets Nos. 9, 1-12] 


WINDSHIELD DEFROSTING AND DEFOGGING— 
PASSENGER CARS, MULTIPURPOSE Pas- 
SENGER VEHICLES, TRUCKS, AND BUSES 


Sl. Purpose and scope. This standard 
specifies requirements for windshield de- 
frosting and defogging systems. 

S2. Application. This standard applies 
to passenger cars, multipurpose passen- 
ger vehicles, trucks, and -buses, manu- 
factured for sale in the Continental 
United States. 

38. Definitions. “Road load” means the 
power output required to move a given 
motor vehicle at curb weight plus 400 
pounds on level, clean, dry, smooth, 
Portland cement concrete pavement (or 
other surface with equivalent coefficient 
of surface friction) .at a specified speed 
through still air at 68° F. and standard 
barometric pressure (29.92’’ of Hg.), and 
includes driveline friction, rolling fric- 
tion, and air resistance. 

S4. Requirements. 

S4.1 A windshield defrosting and de- 
fogging system shall be provided. 

$4.2 Passenger cars shall have a wind- 
shield defrosting and defogging system 
that meets the requirements of section 3 
of SAE Recommended Practice J902, 
“Passenger Car Windshield Defrosting 
Systems,” August 1964, when tested in 
accordance with S43 except that the 
“critical area” specified in paragraph 3.1 
of SAE J902 shall be that established as 
Area C and the “entire windshield” speci- 
fied in paragraph 3.3 of SAE J902 shall 
be that established as Area A in accord- 
ance with Motor Vehicle Safety Standard 
a 104, “Windshield Wiping and Wash- 


84.3 Demonstration procedures. The 
passenger car windshield defrosting and 
defogging system shall be tested in 
accordance with the portions of section 4 
of SAE Recommended Practice J902, 
August 1964, applicable to that system 
except that— 

(a) For the first 5 minutes of the test, 
the engine speed or speeds may be that 
which the manufacturer recommends as 
the warm-up procedure for cold weather 


starting; 

(b) For the remaining test period (or 
the complete test period if the 5-minute 
warm-up procedure is not used) , either— 

(i) The engine speed shall not exceed 
1,500 r.p.m. in neutral gear; or 

(ii) The engine speed and load shall 
not exceed that at 25 m.p.h. in the man- 
ae recommended gear with road 

(c) A room air change of 90 times per 
hour is not required; 

(d) The windshield wipers may be used 
during the test provided they are oper- 
ated without manual assist; 

(e) One or two windows may be opened 
a total of 1 inch; 

(f) The defroster blower may be 
turned on at any time; and 

(g) The maximum wind velocity shall 
not exceed 5 m.p.h. 
wn effective date: January 1, 
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3. Revise Motor Vehicle Safety Stand- 
ard No. 104 to read as follo 


WSs: 
[Docket No. 7] 


WINDSHIELD WIPING AND WASHING Sys- 
TEMS—PASSENGER CARS, MULTIPURPOSE 
PASSENGER VEHICLES, TRUCKS, AND 
BUSES 


S1. Purpose and scope. This standard 
specifies requirements for windshield 
wiping and washing systems. 

82. Application. This standard applies 
to passenger cars, multipurpose passen- 
ger vehicles, trucks, and buses. 

S3,.. Definitions. In the following refer- 
enced SAE Standards and Recommended 
Practices, substitute the term “seating 
reference point” for “manikin H point” 
and “H point”: 

“95 percent eye range contour” means 
the 95th percentile tangential cutoff 
specified in Society of Automotive Engi- 
neers Recommended Practice J941, “Pas- 
senger Car Driver’s Eye Range,” Novem- 
ber 1965. 

“Glazing surface reference line” means 
the line resulting from the intersection 
of the glazing surface and a horizontal 
plane 25 inches above the seating ref- 
erence point as shown in figure 1 of SAE 
Recommended Practice J903a, “Passen- 
ger Car Windshield Wiper Systems,” 
May 1966. ‘ 

“Plan view reference line” means— 

(a) For vehicles with bench-type seats, 


a line parallel to the vehicle centerline . 


outboard of the steering wheel centerline 
0.15 times the difference between one- 
half of the shoulder room dimension and 
the steering wheel centerline-to-car 
centerline dimension as shown in figure 
2 of SAE J903a; or 

(b) For vehicles with individual-type 
seats, a line parallel to the vehicle center- 
line through the centerline of the driver’s 
designa ition. 


“Shoulder room dimension” means 
front — room dimension “W3” as 
defined in section E, Ground Vehicle 
Practice, SAE Aerospace-Automotive 
Drawing Standards, September 1963. 

“Overall width” means the maximum 
overall = width dimension “W116” as 
defined in section E, Ground Vehicle 


glazing surface as defined in 2.3.12 of sec- 
tion E, Ground Vehicle Practice, SAE 
Aerospace-Automotive Drawing Stand- 
ards, September 1963. 

S4. Requirements. 

84.1 Windshield wiping system. A 
power-driven windshield wiping system 
shall be provided that meets the require- 
ments of S4.1.1. 

$4.11 Frequency. 

S4.1.1.1 At least two frequencies or 


least 45 cycles per minute regardless of 
engine load. 

$4.1.1.3 The high and low frequencies 
shall have a differential of at least 15 
cycles per minute. 

84.1.2 Wiped area. When tested wet 
in accordance with SAE J903a, May 1966, 
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each passenger car windshield wiping 
system shall wipe the percentage of the 
windshield specified in column 2 (of the 
applicable table) of the area (determined 
in accordance with S4.1.2.1) specified in 
column 1 that is within the area bounded 
by a perimeter line on the glazed sur- 
face 1 inch from the edge of the daylight 
opening 


S4.1.2.1 Established areas A, B, and 
C, as shown in figures 1 and 2 of SAE 
J903a, May 1966, using the angles speci- 
fied in columns 3 through 6 in the fol- 
lowing table I, II, ITI, or IV, as applicable. 
: A aprcrgee. effective date: January 1, 


TasLe I—PassENGER Cars o¥ LEss THAN 60 INCHES 
IN OVERALL WiptH 


Column | Column | Col- 
1 2 umn 3 


Col- 
umn 4 


Col- 
umn 5 


Col- 
umn 6 


TABLE Il—PassENGER CARs OF 60 = — But LEss 
THAN 64 INCHES IN OVERALL W: 


Col- Col- Col- 


Column | Column| Col- 
1 2 3} umn 4} umn5/| umn6 


TaBLe [[]—PassENGER Cars OF 64 OR MORE But LEss 
THAN 68 INCHES IN OVERALL WiIvTH 


&4.2 Windshield washing system. A 
windshield. washing system shall be pro- 
vided that meets the requirements of 
SAE Recommended Practice J942, 
“Passenger Car Windshield Washer Sys- 
tems,” November 1965. 

Anticipated effective date: January 1, 
1969. 
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4. Revise Motor Vehicle Safety Stand- 
ard No. 206 to read as follows: 


[Docket No. 7] 


Door LaTCHES, HINGES, AND LocKsS— 
. PASSENGER CARS 


S1. Purpose and scope. This standard 
specifies load requirements for door latch 
and hinge systems and lock requirements 
to minimize the likelihood of occupants 
being thrown from the vehiele as a result 
of impact. 

S2. Application. This standard applies 
to passenger cars. 

S3. Requirements. Side doors that can 
be used for occupant egress shall con- 
form with this standard. 

S3.1 Door latches. Each door latch and 
striker assembly shall be provided with 
two positions consisting of— 

(a) A fully latched position; and 

(b) A secondary latched position. 

$3.1.1 Longitudinal load. The door 
latch and striker assembly shall with- 
stand a longitudinal load of 2,500 pounds 
in the fully latched position and 1,000 
pounds in the secondary latched posi- 
tion. 

$3.1.2 Transverse load. The door 
latch and striker assembly of hinged 
doors shall withstand a transverse load 
of 2,000 pounds in the fully latched posi- 
tion and 1,000 pounds in the secondary 
latched position. 

$3.1.3 Inertia load. The door latch 
shall not move from the fully latched 
position when a longitudinal or trans- 
verse inertia load of 30g is applied to the 
door latch system (including the latch 
and its actuating mechanism). 

83.2 ° Door hinges. Each door hinge sys- 
tem shall support the door and withstand 
a longitudinal load of 2,500 pounds and 
a transverse load of 2,000 pounds. 

$3.3 Door locks. Each door shall be 
equipped with a locking mechanism with 
an operating means in the interior of the 
. vehicle. The mechanism, when engaged, 
shall prevent opening of each rear door 
latch by operation of the inside or outside 
door latch release control, and shall 
prevent opening of each front door by 
operation of the outside latch release 
control. 

S4. Demonstration procedures. 

$4.1 Door latches. Door latches shall 
be tested in accordance with Society of 
Automotive Engineers Recommended 
Practice J839, “Passenger Car Side Door 
Latch Systems,” May 1965. 

§4.1.1 Inertia load. Compliance with 
paragraph S$3.1.3 shall be demonstrated 
by approved tests or in accordance with 
section 5 of SAE Recommended Practice 
J839b, May 1965. 


$4.2. Door hinges. Door hinges shall 
be tested in accordance with SAE Rec- 
ommended Practice J934, “Vehicle Pas- 
senger Door Hinge System,” July 1965. 

Anticipated date: January 1, 1969. 

5. Revise Motor Vehicle Safety Stand- 
ard No. 206 to read as follows: 

[Docket No. 2-16] 


Doors, LATCHES, HINGES, AND LOCKS— 
PASSENGER CARS, MULTIPURPOSE PASSEN- 
GER VEHICLES, AND TRUCKS 


S1. Purpose and scope. This standard 
specifies load requirements for doors, 
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latches; hinges, and locks to minimize 
the likelihood of occupants being thrown 
from the vehicle as a result of impact. 

S2. Application. This standard applies 
to passenger cars, multipurpose passen- 
ger vehicles, and trucks 

S3. Definitions. “Temporary door” 
means a door applied to a vehicle de- 
signed for use without doors. 

S4. Requirements. Except for tempo- 
rary, folding, and rollup doors, side doors 
that are laterally adjacent to a desig- 
nated seating position and can be used 
for occupant egress shall conform with 
this standard. 

84.1 Hinged doors. ; 

S4.1.1 Door latches. Each door latch 
and striker assembly shall be provided 
with two positions consisting of— 

(a) A fully latched position; and 

(b) A secondary latched position. 

S4.1.1.1 Longitudinal load. The door 
latch and striker assembly shall with- 
stand a longitudinal load of 2,500 pounds 
in the fully latched position and 1,000 
pounds in the secondary latched position. 

S4.1.1.2 Transverse load. The door 
latch and striker assembly shall with- 
stand a transverse load of 2,000 pounds 
in the fully latched position and 1,000 
pounds in the secondary latched position. 

$4.1.1.3 Inertia load. The door latch 
shall not move from the fully latched po- 
sition when a longitudinal or transverse 
inertia load of 30g is applied to the door 
latch system (including the latch and its 
actuating mechanism) . 

S4.1.2 Hinges. Each door hinge sys- 
tem shall support the door and withstand 
a longitudinal load of 2,500 pounds and 
an ultimate transverse load of 2,000 
pounds. 

$4.1.3 Locks. Each door shall be 
equipped with a locking mechanism with 
an operating means in the interior of the 
vehicle. The mechanism, when engaged, 
shall prevent opening of each rear door 
latch by operation of the inside or out- 
side door latch release control, and shall 
prevent opening of each front door by 
operation of the outside latch release 
control. 

S4.2 Sliding doors. Each sliding door 
shall withstand a transverse load of 4,000 
pounds when the door is in the fully 
latched position. 

S5. Demonstration procedures. 

$5.1 Hinged doors. 

$5.11 Latches. Compliance with 
84.1.1.1 and S4.1.1.2 shall be demon- 
strated in accordance with Section 4 of 
Society of Automotive Engineers Recom- 
mended Practice J839b, “Passenger Car 
Side Door Latch Systems,” May 1965. 

§5.1.1.1 Inertia load. Compliance with 
$4.1.1.3 shall be demonstrated by ap- 
proved tests or in accordance with Sec- 
tion 5 of SAE Recommended Practice 
J839b, May 1965. 

$5.1.2 Hinges. Compliance with 
84.1.2 shall be demonstrated in accord- 
ance with SAE Recommendéd Practice 
J934, “Vehicle Passenger Door Hinge 
System,” July 1965, or approved tests. 

$5.2 Sliding doors. Compliance with 
84.2 shall be demonstrated by applying 
an outward transverse load to the door 
uniformly distributed over a vertical 6- 
inch wide band extending from the cen- 


ter of the lower edge of the window 
aperture to the level of the seating ref- 
erence point. 


SP reNS effective date: January 1,: 
1970 


[F.R. Doc. 67-15063; Filed, Dec. 22, 1967; 
4:35 p.m.] 


ATOMIC ENERGY COMMISSION 


[10 CFR Parts 25, 26, 95] 
RESTRICTED DATA 
Notice of Proposed Rule Making 


The Atomic Energy Commission is 
considering a new Part 26, “Dissemina- 
tion of and Access to Private Restricted 
Data,” designed to formalize procedures 
for the control of Restricted Data devel- 
oped independently of the Government. 
“Restricted Data” is defined by statute 
to include all data concerning the design, 
manufacture, or utilization of atomic 
weapons, the production of special 
nuclear material, or the use of special 
nuclear material in the production of 
energy, except data which has been spe- 
cifically declassified by the Commission. 
Notice is also being given of proposed 
related amendments to Parts 25, “Per- 
mits for Access to Restricted Data’”’, and 
95, “Safeguarding of Restricted Data’. 

The Atomic Energy Act directs that 
the development, use, and control of 
atomic energy shall at all times be sub- 
ject to “the paramount objective of 
making the maximum contribution to 
the common defense and security.” The 
Commission is accordingly proposing 
Part 26 to provide a mechanism for con- 
trolling the dissemination of information 
relating to extremely sensitive develop- 
ments. It should be noted that the statu- 
tory definition of Restricted Data com- 
prehends much information not within 
the categories described in Part 26. The 
identification of certain categories of 
particularly sensitive information as Pri- 
vate Restricted Data is not intended to 
imply that other privately developed 
Restricted Data not so identified has 
been declassified or if not declassified, 
that it can be communicated to unau- 
thorized persons. Also, a statement that 
any item is or could be used in a device 
or facility in any of the categories in 
the Appendix to Part 26 could reveal 
Restricted Data. Persons undertaking 
research and development in areas which 
may generate information within this 
definition are encouraged to consult the 
Commission’s “Guide to the Unclassified 
Fields of Research,” or to seek a deter- 
mination from the Commission as to 
whether their work involves Restricted 
Data. 

At this time classified data in the four 
eategories identified in Part 26 require 
special controls in the national interest. 
If new developments in technology make 
it advisable, new categories may be added 
to Part 26, and the controls to which 
existing categories are subject may be 
altered. 

The effort to control the spread of nu- 
clear weapons has been a major concern 
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of many agencies of this and other gov- 

ernments for many years. Part 26 rep- 
resents a continuation of this effort; 
unless there are controls on the dis- 
semination of classified information con- 
cerning atomic weapons, and concerning 
centrifuges and gaseous diffusion plants 
(which can be used for the production of 
the special nuclear material used in 
weapons), the efficacy of all nonprolif- 
eration efforts is seriously weakened. In 
this light, the question of whether the 
data are developed for private commer- 
cial purposes or pursuant to a Govern- 
ment contract is irrelevant—it is the 
content of the data which necessitates 
the control. 

It is obviously extremely important to 
the national security to minimize the 
number of people who have access to 
classified data relating to atomic weap- 
ons. Since classified gas centrifuge tech- 
nology offers greater potential for clan- 
destine operation than other methods of 
producing special nuclear materials use- 
ful in weapons, it poses potentially ex- 
tremely serious challenges to the effec- 
tiveness of safeguards against the 
clandestine production of weapons. Thus, 
§26.27(a) indicates no dissemination 
permits will be issued in these-two cate- 
gories except for the purpose of filing 
patent applications or reports pursuant 
to section 15lc. of the Atomic Energy 
Act. 

Part 26 also applies to naval nuclear 
propulsion data. It is necessary to protect 
U.S. naval nuclear propulsion technology 
which, because of its significant superi- 
ority to that of other countries, rep- 
resents a substantial national defense 
asset. The regulations of the State De- 
partment (22 CFR 382.4(c) (2)) and the 
Commerce Department (15 CFR 385.4 
(c) (2)) indicate that the importance of 
protecting naval nuclear propulsion in- 
formation is recognized by the other 
Government agencies concerned. 

The Commission has carefully con- 
sidered another area, that of isotope 
separation by processes other than gase- 
ous diffusion or gas centrifugation, which 
is analogous to the categories identified 
in the appendix to Part 26. However, the 
Commission has decided not to include 
such other categories, not previously 
declassified, in the appendix. Instead, in 
order to minimize interference with 
private research while still providing the 
necessary safeguards against prolifiera- 
tion, the Commission has declassified al) 
research and development work concern- 
ing any such method of isotope separa- 
tion until that method has a reasonable 
potential for the practical production of 
special nuclear material in substantial 
quantities. Any additional information 
developed after a method has advanced 
to the point of having such potential 
would be Restricted Data until specifi- 
cally declassified: Accordingly, any per- 
son engaging in research and develop- 
ment on isotope separation should 
notify the Commission immediately 
whenever he foresees his work having 
such a potential. Classification guidance 
will be promptly provided. Whenever the 
Commission determines that a method of 
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isotope separation has been developed 
sufficiently to have a reasonable potential 
for the practical production of special 
nuclear material in substantial quanti- 
ties, consideration will be given to adding 
a category to the appendix of Dart 26 
referring specifically to the new method. 

The previously proposed new Part 26 
and amendments to Parts 25 and 95, 
published in the Freperat REcisTer (32 
F.R. 6702, 6706, and 6710) on May 2, 
1967, resulted in numerous public com- 
ments and further Commission study. 
The proposed revision of those docu- 
ments is derived from this study. 

The main points in the several com- 
ments received, and the Commission’s 
evaluation thereof, are as follows: 

(1) Doubt was expressed as to whether 
the term “Restricted Data” as defined in 
the Atomic Energy Act encompasses in- 
formation developed independently of 
the Government’s progranis, as to 
whether the Act authorizes the Commis- 
sion to control the communication of 
such information in private transactions, 
and as to whether such controls are con- 
stitutionally permissible. The Commis- 
sion has reviewed its earlier conclusions 
in the light of the comments received, 
and remains convinced that the Atomic 
Energy Act does reach independently 
developed Restricted Data, and that 
Commission control of specifically de- 
fined areas of such information is con- 
sistent with the statute and the Consti- 
tution. A statement of the legal and 
policy bases for the control of Private 
Restricted Data is available on request 
from the Secretary of the Commission. 

(2) There was comment that the de- 
scription of the categories of Restricted 
Data subject to the regulations, particu- 
larly in Part 25, was too broad in the 
light of the possibility of criminal sanc- 
tions. The Commission has decided that 
the categories in Part 25, originally de- 
signed to identify areas of governmen- 
tally developed information available for 
commercial purposes, are not appropriate 
for defining areas of information subject 
to controls when privately generated. 
Part 25 will therefore be applicable only 
to persons who have access to Restricted 
Data received from the Government or 
other related Restricted Data developed 
subsequent to such access, rather than 
(as previously proposed) to any person 
generating information in the categories 
described, whether or not based on in- 
formation received from the Govern- 
ment. As in the versions proposed in May, 
information relating to the gas centrifuge 
process of isotope separation is removed 
from Part 25 to Part 26. Such informa- 
tion received or generated under an 
access permit has now been specifically 
included within the definition of Private 
Restricted Data, to make clear that Parts 
26 and 95 will apply to it. Part 95 has 
been limited to persons receiving Re- 
stricted Data under an access permit 
issued under Part 25 and persons possess- 
ing Private Restricted Data. The new 
proposed regulations will also clarify the 
fact that subsection 161p. of the Atomic 
Energy Act is the authority for Part 26. 
Although 161p. carries no criminal pen- 
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alties, injunctions may be obtained to 
assure compliance with the regulations. 
A related amendment to Part 95 makes it 
clear that violators of the regulations in 
Part 95 who are subject only to Part 26 
will not be subject to criminal penakies 
for violation of the regulations. Of 
course, a violation of the criminal sec- 
tions of the Act itself by a person subject 
to Part 26 would subject the offender to 
criminal penalties regardless of whether 
or not the action also violated Parts 25, 
26, and 95. 

(3) Despite the provisions made for 
compensation, questions were raised con- 
cerning the appropriateness of the pro=- 
visions in proposed § 26.28(c) reserving 
to the Government a license to use in- 
ventions, discoveries, and proprietary 
data developed by private persons subject 
to the regulations. The Commission has 
eliminated these provisions, adding a new 
subsection restating only the Commis- 
sion’s preexisting legal right to use for 
governmental purposes any U.S. patent, 
secret patent application, or invention 
useful in the production or utilization 
of special nuclear material or atomic 
energy. 


(4) It was claimed that the proposed 
regulations relating to Private Restricted 
Data would impose unreasonable ad- 
ministrative burdens and expenses on 
employees and employers who must de- 
termine whether research is within the 


‘scope of the regulations and if it is, 


whether it should be continued. The 
burdens of complying with the security 
procedures were also noted. The Com- 
mission has added several provisions to 
help clarify and facilitate compliance 
with the regulations. These include: (a) 
To facilitate the decision by a dissemina- 
tion permittee or his employer whether to 
carry out further work relating to the 
Private Restricted Data, the revised 
§ 26.22 permits an employee who has 
developed Private Restricted Data to 
communicate it to as many as five other 
employees of his employer who already 
have active access authorizations—for 
example, under Part 25 or by virtue of 
contract work; (b) under the revised 
§ 26.7, classification advice may be 
obtained directly from any Commission 
Operations Office, as well as from the 
Classification Office of the Commission 
in Washington, D.C.; (c) § 26.27 has been 
revised to provide for communications 
necessary to file and prosecute patent 
applications or make reports to the Com- 
mission pursuant to subsection 15lc. of 
the Act; (d) the term “components” as 
used in the categories in the appendix to 
Part 26 has been defined to provide that 
an item will be considered a component 
if (1) it is designed for use in a device or 
facility in one of the described categories 
or (2) it is any other item which is not 
an off-the-shelf item if the Commission 
determines that.it is useful in a device or 
facility in one of the categories and 
notifies the developer or manufacturer 
that the item reveals Restricted Data 
and that he is subject to the regulations 
of Part 26. The notification requirement 
would assure that persons designing 
items for use in a device or facility not 
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in one of the eategories (for example, in 
a centrifuge to separate tungsten iso- 
topes) would receive adequate notice of 
the applicability of Part 26. 


(5) It was suggested that public dis- 
cussion of the policy issues underlying 
the regulations would be desirable before 
the regulations became effective. The 
Commission plans to hold one or more 
industry conferences during the com- 
ment period at which discussion of the 
regulations will be invited. Anyone who 
wishes to attend such a conference 
should notify the Commission Secretary. 

The definition of Private Restricted 
Data in Part 26 has been changed to 
make it clear that it includes not only 
privately generated Restricted Data but 
also Restricted Data in the specified 
categories which is possessed as a result 
of and subsequent to the termination of 
activities conducted by a Government 
agency or of work under a contract with 
and funded in whole or in part by the 
Government. Therefore, persons retain- 
ing such data must comiply not only with 
the contractual commitments they have 
made concerning the protection of such 
data, but also with the requirements of 
Part 95. 

A further change to Part 26 is the 
addition of a new § 26.34 of the pro- 
posed Part 26 which points out that 
in the event the Commission’s program 
Objectives would be served by contract- 
ing with an applicant for a dissemination 
permit a mutually acceptable contract 
could be negotiated with the applicant. 
The dissemination of any Restricted 
Data would be controlled by the terms 
of the contract. 

Notice is hereby given that adoption 
of the following rules is contemplated. 
All interested persons who desire to sub- 
mit written comments and suggestions 
for consideration in connection with the 
proposed rules should submit them to the 
Secretary, U.S. Atomic Energy Commis- 
sion, Washington, D.C. 20545, within 45 
days after publication of this notice in 
the FerperaL Recister. Comments re- 
ceived after that period will be consid- 
ered if it is practicable to do so, but as- 
surance of consideration cannot be given 
if the comments are not filed within the 
period specified. 


PART 26—DISSEMINATION OF AND 
ACCESS TO PRIVATE RESTRICTED 
DATA 


GENERAL PROVISIONS 


Purpose. 

Scope. 

Definitions. 

Interpretations. 
Communications. 

Specific waivers and exceptions. 
; Classification. 

26.8 # Requirements. 


DISSEMINATION PERMITS AND PRIVATE RE- 
STRICTED Data ACCESS AUTHORIZATIONS 


26.21 Applications for Dissemination Per- 
mits. 


26.22 Special Dissemination Authorizction. 

26.23 Requests for Private Restricted Data 
Access Authorizations. 

Additional information from appli- 
cants. 


26.24 
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Sec. 
26.25 
26.26 


Issuance of Dissemination Permits. 
Issuance of Private Restricted Data 
Access Authorizations. 
Special Conditions Applicable to Cate- 
gories of Private Restricted Data. 
Terms and Conditions of Dissemina- 
tion Permits and Private Restricted 
Data Access Authorizations. 

Term. , 

Amendment. 

Suspension and revocation of permits. 

Administration. 

Exceptions and additional require- 
ments. 

26.34 Contracts. 

26.35 Violations. 


AvuTnHorITY: The provisions of this Part 26 
issued under sec. 161 p., 68 Stat. 950, 42 
U.S.C. 2201 p. Interpret or apply secs. 141, 
145b, 68 Stat. 940, 942, 42 U.S.C. 2161, 2165. 


GENERAL PROVISIONS 
§ 26.1 Purpose. 


The regulations in this part are pro- 
mulgated by the Atomic Energy Com- 
mission, pursuant to the Atomic Energy 
Act of 1954, as amended, in the interest 
of the common defense and security of 
the United States to provide procedures 
and standards for the issuance of a 
dissemination permit to an individual 
who desires to disseminate Private Re- 
stricted Data; and to provide for the 
issuance of Private Restricted Data Ac- 
cess Authorization to individuals desir- 
ing access to such Restricted Data. ~ 


§ 26.2 Scope. 


The regulations in this part apply to 
any individual within or under the juris- 
diction of the United States who pos- 
sesses Private Restricted Data and to 
any individual within or under the juris- 
diction of the United States who desires 
to disseminate or to have access to Pri- 
vate Restricted Data. Categories of Re- 
stricted Data subject to this part are 
described in the appendix to this part. 
The regulations in this part do not apply 
to Restricted Data within the categories 
described in Part 25 of this chapter. 

§ 26.3 Definitions. 

As used in this part: 

(a) “Access authorization” means an 
administrative determination by the AEC 
that an individual who is an AEC con- 
tractor, a contractor of another Federal 
agency, or an Access Permittee, or em- 
ployee or consultant of such contractor 
or permittee is eligible for access to Re- 
stricted Data. 

(b) “Act” means the Atomic Energy 
Act of 1954 (68 Stat. 919), including any 
amendments thereto. 

(c) “Atomic weapon” means any de- 
vice utilizing atomic energy, exclusive 
of the means for transporting or propel- 
ling the device (where such means is a 
separable and divisible part of the de- 
vice), the principal purpose of which is 
for use as, or for development of, a 
‘weapon, a weapon prototype, or a weapon 
test device. 

(ad) “Commission” means the Atomic 
Energy Commission or its duly author- 
ized representatives. 

(e) “Dissemination” means the pub- 
lication of Private Restricted Data; the 


26.27 
26.28 


26.29 
26.30 
26.31 
26.32 
26.33 


communication of Private Restricted 
Data by any means from one individual 
to another individual; or permitting any 
individual to have access to Private Re- 
stricted Data. 

(f) “Dissemination Permit” means a 
permit issued by the Atomic Energy 
Commission pursuant to the regulations 
of this part authorizing the individual 
to whom the permit is issued to dissemi- 
nate the Private Restricted Data identi- 
fied in the permit to each individual 
identified in the permit who is granted 
Private Restricted Data Access Au- 
thorization. 

(g) “Dissemination Permittee” means 
the holder of a permit issued pursuant 
to the regulations in this part. 

(h) “Private Restricted Data” means 
all Restricted Data within the categories 
in the appendix of this part which is 

(1) Generated or acquired by a person 
other than in the course of (i) activities 
conducted by or for a Government agen- 
cy or (ii) work under a contract with, 
and funded in whole or in part by, the 
United States; or 

(2) Possessed by a person as a result 
of and subsequent to the termination of 


in subdivision (i) 
or (ii) of this subparagraph; or 

(3) Within Category b. of the appen- 
dix of this part if such information was 
received or developed by a person. under 
an Access Permit. 

(i) “Private Restricted Data Access 
Authorization” means a determination 
by the Atomic Energy Commission that 
an individual is eligible for access to 
specifically identified Private Restricted 


(j) “Person” means (1) any individ- 
ual, corporation, partnership, firm, as- 
sociation, trust, estate, public or private 
institution, group, Government agency 
other than the Commission, any State 
or any political subdivision of, or any 
political entity within a State, or other 
entity; and (2) any legal successor, rep- 
resentative, agent, or agency of the fore- 
going. 

(k) “Restricted Data” means all data 
concerning (1) design, manufacture or 
utilization of atomic weapons; (%) the 
production of special nuclear material; 
or (3) the use of special nuclear material 
in the. production of energy, but does 
not incude data declassified or removed 
from the Restricted Data category pur- 
suant to section 142 of the Act. 

(1) “Technical information or data of a 
proprietary nature” means information 
or data which: 

(1) Is not the property of the Govern- 
ment by virtue of any agreement; 

(2) Concerns the details of trade se- 
crets or manufacturing processes which 
the holder of a dissemination permit or 
Private Restricted Data Access Authori- 
zation has protected from use by others; 
and 

(3) Is specifically identified as pro- 
prietary at the time it is made available 
to the Commission. 


Such information or data shall not be 
deemed proprietary in nature whenever 
substantially the same information or 
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data is available to the Government 
which has been prepared, developed, or 
furnished as nonproprietary informa- 
tion independently of the information 
and data furnished by the person pur- 
suant to the regulations of this part. 


§ 26.4 Interpretations. 


Except as specifically authorized by 
the Commission in writing, no interpre- 
tation of the meaning of the regulations 
in this part by any officer or employee 
of the Commission other than a written 
interpretation by the General Counsel 
will be recognized to be binding upon 
the Commission. 


§ 26.5 Communications. 


All communications and reports con- 
cerning the regulations in this part and 
applications filed under them should be 
addressed to the Atomic Energy Com- 
mission, Washington, D.C. 20545, Atten- 
tion: Assistant General Manager, Com- 
munications, reports and applications 
may be delivered in person at the Com- 
mission’s offices at 1717 H Street NW., 
Washington, D.C., or its offices at Ger- 
mantown, Md. 


§ 26.6 Specific waivers and exceptions. 


The Commission may, upon applica- 
tion of any interested party, grant such 
waivers and exceptions from the require- 
ments of this part as it determines are 
authorized by law and will not constitute 
an undue risk to the common defense 
and security. 


§ 26.7 Classification. 


The Director, Division of Classification, 
U.S. Atomic Energy Commission, Wash- 
ington, D.C. 20545, or the Classification 
Officer at any AEC Operations Office will, 
on request, provide classification advice 
with respect to data within the Re- 
stricted Data category. 


§ 26.8 Requirements. 


Each person to whom these regulations 
apply shall comply with all applicable 
provisions of the Act, with the regula- 
tions in this Part 26, with the regulations 
in Part 95, Safeguarding of Restricted 
Data, and with all other applicable rules, 
ee and orders of the Commis- 

on 


DISSEMINATION PERMITS AND PRIVATE RE- 
STRICTED Data ACCESS AUTHORIZATIONS 


§ 26.21 Applications for Dissemination 
Permits. 


(a) Any individual desiring to dis- 
seminate Private Restricted Data (except 
as provided in §95.31(b) (1) through 
(3) of Part 95 of this chapter and except 
as provided in § 26.22) shall submit a 
written application in triplicate for a dis- 
semination permit to the Atomic Energy 
Commission, Washington, D.C. 20545, At- 
tention: Assistant General Manager. 

(b) An application shall include the 
following information: 

(1) Name of applicant. 

(2) Address of applicant. 

(3) Description of business or occupa- 
tion of applicant. 


(4) Citizenship and age of applicant. 
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(5) If application is submitted in con- 
nection with the applicant’s duties as an 
employee: 

(i) Name of employer. 

(ii) A statement by the applicant’s 
employer authorizing the submission of 
the application. 

(iii) If employer is a paren. the 
name, ci ip and address of each 
partner and the principal address where 
the partnership does business. 

(iv) If employer is a corporation or an 
unincorporated association: 

(a) The State where it is incorporated 
or organized and the principal address 
where it does business; 

(b) The name, address and citizenship 
of each director and principal officer; 

(c) Whether it is owned, controlled or 
dominated by an alien, a foreign corpo- 
ration, or foreign government, and if so, 
the details. 

(6) Description of the Private Re- 
stricted Data that the applicant desires 
to disseminate and the period of time 
(not more than 2 years) during which 
such dissemination would take place. 

(7) Whether the applicant desires to 
exchange, as well as disseminate, the 
Private Restricted Data described in sub- 
paragraph (6) of this paragraph, with 
the individuals identified in subpara- 
graphs (8) and (9) of this paragraph, 
and thus will request a Private Restricted 
Data Access Authorization. 

(8) The total number of employees of 
the applicant or of the applicant’s em- 
ployer who would be given access to the 
Private Restricted Data; the name and 
title of each such individual and a de- 
tailed explanation of each such individ- 
ual’s previous access to Restricted Data. 

(9) The name, title and address of 
each individual who is not employed by 
the applicant or by the applicant’s em- 
ployer to whom the applicant wishes to 
disseminate Private Restricted Data and 
a detailed explanation of such individ- 
ual’s previous access to Restricted Data. 

(10) A detailed explanation of the 
reason for the proposed dissemination of 
Private Restricted Data. 

(11) A detailed explanation showing 
the extent, if any, to which products or 
services provided by the applicant or by 
persons to whom the applicant desires to 
disseminate Private Restricted Data 
would contain or reveal Restricted Data. 

(12) A statement of security proce- 
dures adopted showing that the Private 
Restricted Data is or will be protected 
in accordance with the regulations of 
Part 95 of this chapter. 

(13) The application must be signed 
by the applicant. 


§ 26.22 Special Dissemination Authori- 
zation. 


An individual who is an employee and 
who develops Private Restricted Data 
may communicate it to other employees 
of his employer in order to determine 
whether an application for a Dissemina- 
tion Permit should be submitted or to 
—-? such an application provided 

t 

(a) Any employee to whom Private 
Restricted Data is to be communicated 
lias an active access authorization; 
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(b) Not more than five such employees 
receive access to the Priviate Restricted 
Data; and 

(c) In the event an application for a 
Dissemination Permit is not submitted 
within 30 days of the first communica- 
tion to such employee, the Assistant Gen- 
eral Manager, U.S. Atomic Energy Com- 
mission, Washington, D.C. 20545, shall be 
promptly informed of the nature of the 
Private Restricted Data by the individual 
who develops such data. 


§ 26.23 Requests for Private Restricted 
Data Access Authorizations. 


A request for a Private Restricted Data 
Access Authorization may be made only 
by and individual identified in a dis- 
semination permit. The request for Pri- 
vate Restricted Data Access Authoriza- 
tion form shall be in writing. Completed 
forms shall be submitted to the Atomic 
Energy Commission, Washington, D.C. 
20545, Attention: Assistant General 
Manager. 


§ 26.24 Additional information from 
applicants. 


The Commission may at any time 
either before or after issuance of a dis- 
semination permit or Private Restricted 
Data Access Authorization, require ad- 
ditional information in order to enable 
the Commission to determine whether in 
the interest of the common defense and 
security a dissemination permit or a Pri- 
‘vate Restricted Data Access Authoriza- 
tion should be granted, denied, continued, 
modified or revoked. 


§ 26.25 Issuance of Dissemination Per- 
mits. 

(a) Upon a determination (1) that an 
application for a disseminatidn permit 
meets the requirements of these regu- 
lations; (2) that the application demon- 
strates that the proposed dissemination 
would advance the peaceful applications 
of Restricted Data or atomic energy; (3) 
that the application complied with such 
additional requirements that the Com- 
mission may adopt for a particular cate- 
gory of Restricted Data; and (4) that 
permitting dissemination of the Private 
Restricted Data described in the applica- 
tion to the extent proposed, or as modi- 
fied by the Commission, will not endanger 
the common defense and security, the 
Commission will issue to the applicant a 
dissemination permit identifying the Pri- 
vate Restricted Data that may be dis- 
seminated and the individuals to whom 
it may be disseminated, and who may 
exchange it, provided those individuals 
are granted Private Restricted Data Ac- 
cess Authorizations. 

(b) In considering the determination 
in paragraph (a) of this section, the 
Commission may take into account (1) 
the relative importance to the common 
defense and security of the category of 
Private Restricted Data which would be 
disseminated if the permit is issued; (2) 
the total number of individuals to whom 
the applicant desires to disseminate the 
Private Restricted Data; (3) the total 
number of individuals who have access 
to Restricted Data in the category identi- 
fied in the application; and (4) any other 
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factors which in the opinion of the Com- 
mission affect the common defense and 
security. 

(c) A dissemination permittee is au- 
thorized to disseminate the Private Re- 
stricted Data identified in the permit 
to the individuals identified in the permit 
provided the individuals are granted Pri- 
vate Restricted Data Access Authoriza- 
tions for such Private Restricted Data. 


§ 26.26 Issuance of Private Restricted 
Data Access Authorizations. 


(a) Upon a determination (1) that a 
dissemination permit identifying the ap- 
plicant for Private Restricted Data Ac- 
cess Authorization has been issued, (2) 
that the applicant’s procedures for safe- 
guarding the Private Restricted Data 
are in compliance with the regulations 
in Part 95 of this chapter, (3) that the 
applicant is eligible for access to the Pri- 
vate Restricted Data identified in the 
dissemination permit, and (4) that 
granting the access authorization will 
not endanger the common defense and 
security, the Commission will grant to 
the applicant a Private Restricted Data 
Access Authorization to the Private Re- 
stricted Data identified in the dissemi- 
nation permit. : 

(b) An individual who possesses a 
Private Restricted Data Access Authori- 
zation is authorized, for such time as @ 
dissemination permit identifying him is 
in effect, (1) to have access to the Private 
Restricted Data identified in the dis- 
semination permit in which the individ- 
ual is identified, (2) to exchange that 
Private Restricted Data with the other 
individuals identified in the same dis- 
semination permit and who have been 
granted Private Restricted Data Access 
Authorization, and (3) to disseminate 
that Private Restricted Data in accord- 
ance with the regulations in § 95.31(b) 
(1) through (3) of this chapter. 

§ 26.27 Special conditions applicable to 
Categories of Private Restricted 
Data. 

(a) Restricted Data concerning atomic 
weapons and gas centrifuges. No dis- 
semination permit authorizing dissemi- 
nation of Private Restricted Data con- 
cerning information in categories (a) or 
(b) of the appendix or Private Restricted 
Data Access Authorization to such data 
will be issued except for the purpose of 
filing and prosecuting patent applica- 
tions or reports to the Commission pur- 
suaht to subsection 151c of the Act; any 
individual possessing such data is subject 
to the provisions of the regulations in 
Part 95 of this chapter concerning safe- 
guarding of Private Restricted Data. 

(b) Restricted Data concerning gas- 
eous diffusion and naval nuclear pro- 
pulsion. Applications for dissemination 
permits authorizing dissemination of 
Private Restricted Data concerning in- 
formation in categories (c) and (d) of 
the Appendix will be considered by the 
Commission under the criteria described 
in § 26.25. 
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§ 26.28 Terms and conditions of Dis- 
semination Permits and Private Re- 
stricted Data Access Authorizations. 


(a) Each dissemination permittee and 
each individual granted Private Re- 
stricted Data Access Authorization shall 
comply with all applicable provisions of 
the Act, with the provisions of Part 95 of 
this chapter, with the regulations in this 
Part 26 and with all other applicable 
rules, regulations and orders of the 
Commission. 

(b) Each dissemination permittee 
shall pay all established charges for 
Private Restricted Data Access Authori- 
zations requested by individuals identi- 
fied in his dissemination permit. 

(c) (1) Each dissemination permittee 
and each individual granted a Private 
Restricted Data Access Authorization 
shall furnish the -Commission such re- 
port as the Commission may from time to 
time require concerning the results of 
work with Private Restricted Data, in- 
cluding reports in writing, in reasonable 
detail, respecting all technical informa- 
tion or data which the individual or the 
Commission considers may be of interest 
to the Commission, and reports of patent 
applications on inventions or discoveries 
and of technical information and data of 
& proprietary nature. 

(2) Each individual subject to these 
regulations agrees to make available to 
the Commission, at all reasonable times, 
for inspection by Commission person- 
nel or, by mutual agreement, others on 
behalf of the Commission, all experi- 
mental equipment and technical data 
developed, during work with Private Re- 
stricted Data, by the dissemination per- 
mittee or individuals granted Private 
Restricted Data Access Authorization. 

(3) Where a report or inspection pur- 
suant to subparagraphs (1) and (2) of 
this paragraph (c) discloses any techni- 
cal information or data of a proprietary 
nature the Commission will protect such 
information from unauthorized disclo- 
sure. 

(4) Under statutory authority the 
Commission has the right to use and 
have used for governmental purposes, 
subject to compensation or award for 
such use, any U.S. patent, any secret 
patent application, or any invention use- 
ful in the production or utilization of 
special nuclear material or atomic 
energy. 


§ 26.29 Term. 


(a) A dissemination permit shall be 
issued for a 2-year term unless otherwise 
stated in the permit. When no longer 
needed for the purpose specified in the 
application therefor dissemination per- 
mits and Private Restricted Data Ac- 
cess Authorizations shall be surrendered 
to the Commission and on such sur- 
render the authority they had granted 
shall terminate. 

(b) An application for renewal of a 
dissemination permit shall -be filed in 
accordance with § 26.21. Each renewal 
application must be complete, without 
reference to previous applications. In any 
case in which a dissemination permittee 
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ocation of a dissemination permit or Pri- 
vate Restricted Data Access Authoriza- 
tion shall not relieve any individual from 
compliance with the Act, the provisions 
of Part 95 of this chapter or the regula- 
tions of this part. 


§ 26.30 Amendment. 


A dissemination permit may be amend- 
ed from time to time upon application 
by the individual to whom it was issued, 
filed in triplicate; in letter form and 
signed by the applicant. 


§ 26.31 Suspension and revocation of 

The Commission may revoke or sus- 
pend any dissemination permit for any 
material false statement in the applica- 
tion or in any report submitted to the 
Commission pursuant to the regulations 
in this part or because of conditions or 
facts which would have warranted a 
refusal to grant the permit in the first 
instance, or for violation of any of the 
terms and conditions of the Act or Com- 


§ 26.32 Administration. 


With. respect to each dissemination 
permit issued pursuant to the regulation 
of this part, the Commission will: 

(a) Make a determination with re- 
spect to each Private Restricted Data Ac- 
cess Authorization requested in connec- 
tion with the dissemination permit; and 

(b) Review the procedures submitted 
by the applicant for a dissemination per- 
mit and applicants for Private Re- 
stricted Data Access Authorizations for 
the safeguarding of Restricted Data. 


Communications regarding these matters 
should be addressed to the Atomic Energy 
Commission, Washington, D.C. 20545, 
Attention: Assistant General Manager. 


§ 26.33 Exceptions and additional re- 
quirements. 

Notwithstanding any other provision 
in the regulations in this part, the Com- 
mission may deny an application for a 
dissemination permit or a Private Re- 
stricted Data Access Authorization or 
suspend or revoke any dissemination per- 
mit or Private Restricted Data Access 
Authorization or incorporate additional 
conditions or requirements in any dis- 
semination permit, upon finding thai 
such denial, suspension, revocation, or 
the incorporation of such conditions or 
requirements is necessary or appropriate 
in the interest of the common defense 
and security or is otherwise in the public 
interest. 


§ 26.34 Contracts. 


Notwithstanding any other provision 
in the regulations in this part, if the 
Commission determines that its program 


' 
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objectives warrant entering into a con- 
tract with an applicant for a dissemina- 
tion permit for work involving dis- 
semination of Restricted Data, the 

Commission may negotiate a mutually 
acceptable contract for the conduct of 
the work. In that event, control over the 
dissemination of Res* ‘cted Data would 
be provided by the texms of the contract. 


§ 26.35 Violations. 


An injunction or other court order may 
be obtained prohibiting any violation of 
any provision of the Act or any regula- 
tion or order issued thereunder. 

APPENDIX 
CATEGORIES OF PRIVATE RESTRICTED DATA 


All Restricted Data (except that removed 
from the Restricted Data category pursuant 
to section 142) concerning: 

(a) Atomic weapons and nuclear explosive 
devices Or components thereof, including 
lasers and laser designed to produce 
of capable of producing in deuterium, trit- 
ium, or mixtures containing these materials, 
a 1 percent rise in absolute temperature or a 
1 percent rise in the mean kinetic energy 
of the charged particles at any point in the 
material or mixture as a result of thermo- 
nuclear reactions; 

(b) Gas centrifuges and cascades of gas 
centrifuges capable of separating one or more 
isotopes of an element, technology concern- 
ing and components of such centrifuges and 
cascades; 

(c) Gaseous diffusion plants capable of 
separating One or more isotopes of an ele- 
ment, such plants, 
and components of such plants; 

(d) Naval nuclear propulsion reactors and 
components of such reactors. 

As used in this appendix, the term “com- 
ponents” means (1) items designed for use 
in a device or facility in one of the above 
categories, and (2) any other item (except 
items customarily offered for sale and hav- 
ing broad industrial uses) which the Com- 
mission determines is useful in a device or 
facility described in one of the above cate- 
gories, provided that the Commission notifies 
the person developing or manufacturing the 
item that the item reveals Restricted Data 
and that the person is subject to the regula- 
tions in this part. 


PART 25—PERMITS FOR ACCESS TO 
RESTRICTED DATA 


Categories of available information. 
Specific waivers. 


APPLICATIONS 


Public inspection of applications, 
Requirements for approval of appli- 
cations, 


PERMITS 


Issuance, 
Scope of permit. 
Terms and conditions of access. 


Commission action on application to 
renew or amend. 
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25.29 Suspension, reyocation and termina- 
tion of permits. 

25.30 Exceptions and additional require- 
ments. 

25.31 Violations. 


AvurHorrrr: The ion of Part 25 is- 


sued under sec. 161i., 68 Stat. 949, 42 U.S.C. 
22011. 


§ 25.1 Purpose. 

This part establishes procedures and 
standards for the issuance of an Access 
Permit to any person subject to this part 


related Restricted Data developed subse- 
quent to such access, applicable to civil 
uses of atomic energy for use in his busi- 
ness, trade or profession; provides for 
the amendment, renewal, suspension, 
termination, and revocation of an Access 
Permit; and specifies the terms and con- 
ditions under which the Commission will 
issue the permit. 


§ 25.2 Applicability. 
The regulations in this part apply to 


_ any person within or under the jurisdic- 


tion of the United States who desires ac- 
cess to Restricted Data received from the 
Government or other related Restricted 
Data developed subsequent to such ac- 
cess for use in his business, profession or 


§ 25.3 Definitions. 
As used in this part: 


(a) “Access authorization” means an 
administrative determination by the 
AEC that an individual who is an AEC 
contractor, a contractor of another Fed- 
eral agency, or an Access Permittee, or 
an employee or consultant of such con- 
tractor or permittee is eligible for access 


- to Restricted 


(b) “Access Permit” means a permit, 


of this part, by means of which individ- 
uals possessing appropriate access 
authorization may obtain access to 
Restricted Data received from the Gov- 
ernment or other related Restricted Data 
developed subsequent to such access 
applicable to civil uses of atomic energy 
in accordance with the terms and condi- 
tions stated on the permit. 

(c) “Access Permittee” means the 
holder of a permit issued pursuant to the 
regulations in this part. 

(ad) “Act” means the Atomic Energy 
Act of 1954 (68 Stat. 919), including any 
amendments thereto. 

(e) “Commission” means the Atomic 
Energy Commission or its duly author- 
ized representatives. 

(f) “Person” means (1) any individual, 
corporation, partnership, firm, associa- 


' tion, trust, estate, public or private insti- 


tution, group, Government agency other 
than the Commission, any State or any 
political subdivision of, or any political 
entity within a State, or other entity; 
and (2) any legal successor, representa- 
tive, agent, or agency of the foregoing. . 
“Restricted Data” means all data 
concerning (1) design, manufacture or 
utilization of atomic weapons; (2) the 
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production of special nuclear material; 
or (3) the use of special nuclear material 
in the production of energy, but shall not 
include data declassified or removed from 


the Restricted Data category pursuant to 
section 142 of the Act. 


§ 25.4 Interpretations. 


Except as specifically authorized by 
the Commission in writing, no interpre- 
tation of the meaning of the regulations 
in this Part by any officer or employee of 
the Commission other than a written 
interpretation by the General Counsel 
will be recognized to be binding upon the 
Commission. 


§ 25.5 Communications. 


Communications concerning rule mak- 
ing, ie., petition to change Part 25, 
should be addressed to Secretary, U.S. 
Atomic Energy Commission, Washing- 
ton, D.C. 20545. All other communica- 
tions concerning the regulations in this 
Part, and applications filed under them, 
should be addressed to the Commission 
Operations Office listed in Appendix B of 
this part responsible for the geographi- 
cal area in which (a) the applicant’s 
principal place of business is located, or 
(b) the principal place where the appli- 
cant will use the Restricted Data is 
located. 


§ 25.6 Categories of available infor- 
mation. 

For administrative purposes the Com- 
mission has categorized Restricted Data 
which will be made available to access 
permittees in the categories as set forth 
in Appendix A to this part. Top Secret 
information; information subject to the 
regulations of Part 26 of this chapter; 
and defense information other than 
Restricted Data are not included in these 
categories and will not be made available 
under this part. 


§ 25.7 Specific waivers. 


The Commission may, upon applica- 
tion of any interested party, grant such 
waivers from the requirements of this 
part as it determines are authorized by 
law and will not constitute an undue risk 
to the common defense and security. 


APPLICATIONS 
§ 25.11 Applications. 


(a) Any person desiring access to 
Restricted Data pursuant to this part 
should submit an application (Form AEC 
378), in triplicate, for an access permit 
te the Commission’s Operations Office, 
listed in Appendix B to this part, respon- 
sible for the area in which (1) the ap- 
plicant’s principal place. of business is 
located, or (2) the principal place where 
the applicant will use the Restricted Data 
is located. 

(b) Where an individual desires access 
to Restricted Data received from the 
Government or other related Restricted 
Data developed subsequent to such access 
for use in the performance of his duties 
as an employee, the application for an 
access permit must be filed in the name 
of his employer. 

(c) Self-employed private consultants, 
desiring access to Restricted Data, must 
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file the application in their own name for 
an individual access permit. . 

(d) Each application should contain 
the following information: 

(1) Name of applicant (unincor- 
porated subsidiaries or divisions of a 
corporation must apply in the name of 
the corporation) ; 

(2) Address of applicant; 

(3) Description of business or occupa- 
tion of applicant; 

(4) G@) If applicant is an individual, 
state citizenship. 

(ii) If applicant is a partnership, state 
name, citizenship, and address of each 
partner and the principal location where 
the partnership does business. 

<iii) If applicant is a corporation or an 
unincorporated ‘association, state: 

¢€a) The State where it is incorporated 
or organized and the principal location 
where it does business; 

¢b) The names, addresses, and citizen- 
ship of its directors and of its principal 
officers; 

(c) Whether it is owned, controlled, 
or dominated by an alien, a foreign cor- 
poration, or foreign government, and if 
so, give details. 

(iv) If the applicant is acting as agent 
or representative of another person in fil- 
ing the application, identify the principal 
and furnish information required under 
this subparagraph with respect to such 


full-time 


(6) Classification of Restricted Data 
(Confidential or Secret) to which access 
is requested; 

(T) Potential use of the Restricted 
Data in the applicant’s business, profes- 
sion or trade. If access to Secret Re- 
stricted Data is requested, list the specific 
categories by number and furnish de- 
tailed reasons why such access within the 
specified categories is needed by the ap- 
plicant. The need for Secret information 
should be stated by describing its pro- 
posed use in specific research, design, 
planning, construction, manufacturing, 
or operating projects; in activities under 
licenses issued by the Commission; in 
studies or evaluations planned or under 
way; or in work or services to be per- 
formed for other organizations. In addi- 
tion, if access to Secret Restricted Data 
in Category C-65, Plutonium Production, 
is requested, the application should also 
include sufficient information to satisfy 
the requirements of § 25.15(b) (2) or (3), 
ag the case may be. 

(8) Principal location(s) at which Re- 
stricted Data will be used. 

(e) Applications should be signed by 
a@ person authorized to sign for the 
applicant. 

(f) Each application shall contain 
complete and accurate disclosure with re- 
spect to the real party or parties in in- 
terest and as to all other mattérs and 
things required to be disclosed. 


§ 25.12 Noneligibility. 


The following persons are not eligible 
to apply for an access permit: 

(a) Corporations not organized under 
the Iaws of the United States or a politi- 
cal subdivision thereof. 


number of 
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(b) Any individual who is not a citi- 
zen of the United States. 

(c) Any partnership not including 
among the partners one or more citizens 
of the United States; or any other unin- 
corporated association not including one 
or more citizens of the United States 
among its principal officers. 

(d) Any organization which is owned, 
controlled, or dominated by the Govern- 
ment of, a citizen of, or an organization 
organized under the laws of a country or 


* area listed as a Subgroup A country or 
destination in § 371.3 (15 CFR 371.3) of: 


the Comprehensive Export Schedule of 
the U.S. Department of Commerce. 

(e) Persons subject to the jurisdiction 
of the United States who are not doing 
business within the United States. 


§ 25.13 Additional information. 


The Commission may, at any time 
after the filing of the original applica- 
tion and before the termination of the 
permit, require additional information in 
order to enable the Commission to de- 
termine whether the permit should be 
granted or denied or whether it should 
be modified or revoked. 


$25.14 Public imspection of applica- 
tions. 

Applications and documents submitted 
to the Commission in connection with ap- 
plications may be made available for pub- 
lic inspection in accordance with the 
regulations contained in Part 2 of this 
chapter. 


$25.15 Requirements for approval of 
applications. 


(a) An application for an access per- 
mit authorizing access to Confidential 
Restricted Data in the categories set 
forth in Appendix A (except C-91) will 
be approved only if the application dem- 
onstrates that the applicant has a po- 
tential use or application for such data 
in his business, trade, or profession and 
has filed a complete application form. 

(b) (1) An application for an access 
permit authorizing access to Secret Re- 
stricted Data will be approved only if the 
application demonstrates that the appli- 
cant has a need for such data in his busi- 
ness, trade, or profession and has filed a 
complete application form. 

(2) An application for an access per- 
mit authorizing access to Secret Re- 
stricted Data in category C-65 Plutonium 
Production will be approved only if the 
application demonstrates also that the 
applicant: 

(i) Is directly engaged in a substan- 
tial effort to develop, design, build, or 
operate a chemical processing plant or 
other facility related to his participa- 
tion in the peaceful uses of atomic en- 
ergy for which such production rate and 
cost data are needed; or 


(ii) Is furnishing to a permittee hav- 
ing access to C-65 under subdivision (i) 
of this subparagraph, substantial scien- 
tific, engineering, or other professional 
services to be used by said permittee in 
carrying out the activities for which said 
permittee received access to category 
C-65. 


(3) An application for an access per. 
mit authorizing access to Confidentia] 
and Secret Restricted Data in C-91, Nu- 
clear Reactors for Rocket Propuision, 
will be approved only if the application 
demonstrates also that the applicant: 

(i) Possesses qualifications demon- 
strating that he is capable of making a 
contribution to research and develop- 
ment in the field of nuclear reactors for 
rocket propulsion and is directly en- 
gaged in or proposes to engage in a sub- 
stantial research and development pro- 
gram in such field of work; or 

_ Gi) Is engaged in or proposes to en- 
gage in a substantial study program in 
the field of nuclear reactors for rocket 
propulsion preparatory to the submission 
of a research and development proposal 
to the Atomic Energy Commission; or 

(iii) Is furnishing to a permittee hav- 
ing access under subdivision (i) or (ii) 
of this subparagraph substantial scien- 
tific, engineering, or other professional 
services to be used by that permittee in 
@ study or research and development pro- 
gram for which said permittee received 
access. 

PERMITS 


§ 25.21 Issuance. 


(a) Upon a determination that an ap- 
plication meets the requirements of this 
regulation, the Commission will issue to 
the applicant an access permit on Form 
AEC 379. 

(b) An Access Permit is not an ac- 
fess authorization. It does not authorize 
“any individual not having an appropri- 
ate AEC access authorization to receive 
Restricted Data. See § 25.24 and Part 95 
of this chapter. 


§ 25.22 Scope of permit. 


(a) All access permits will as a mini- 
mum authorize access, subject to the 
terms and conditions of the access per- 
mit, to Confidential Restricted Data in 
all of the categories set forth in Appen- 
dix A, except C-91. 

(b) In addition, access permits may 
authorize access, subject to the terms and 
conditions of the access permit, to such 
Secret Restricted Data as is included 
within the particular category or cate- 
gories specified in the permit. 


§ 25.23 Terms and conditions of access. 


(a) Neither the United States, nor the 
Commission, nor any person acting on 
behalf of the Commission makes any 
warranty or other representation, ex- 
press or implied, (1) with respect to the 
accuracy, completeness, or usefulness of 
any information made available pur- 
suant to an access permit, or (2) that 
the use of any such information may not 
infringe privately owned rights. 

(b) The Commission hereby waives 
such rights with respect to any invention 
or discovery as it may have pursuant to 
section 152 of the Act by reason of such 
invention or discovery having been made 
or conceived in the course of, in connec- 
tion with, or resulting from access to Re- 
stricted Data received under the terms 
of an access permit. 
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(c) Each access permittee shall: 

(1) Comply with all provi- 
sions of the Act and with Part 95 of this 
chapter and with all other applicable 
rules, regulations, and orders of the Com- 
mission; 

(2) Be deemed to have waived all 
claims for damages under section 183 of 
Title 35 United States Code by reason of 
the imposition of any secrecy order on 
any patent application and all claims for 
just compensation under section 173 of 
the Act with respect to any invention or 
discovery made or conceived in the 
course of, in connection with or as 2 re- 
sult of access to Restricted Data received 
under the terms of the access permit; 

(3) Be deemed to have waived any 
and all claims against the United States, 
the Commission, and all persons acting 
on behalf of the Commission that might 
arise in connection with the use, bythe 
applicant, of any and all information 
supplied by them pursuant to the access 
permit; 

(4) Obtain and preserve in his files 
written agreements from all individuals 
who will have access to Restricted Data 
under his access permit. The agreement 
shall be as follows: 

In consideration for receiving access 
to Restricted Data under the access per- 
mit issued by the AEC, I hereby agree to: 

(a) Waive all claims for damages un- 
der section 183 of Title 35 United States 
Code by reason of the imposition of any 
secrecy order on any patent application, 
and all claims for just compensation un- 


der section 173 of the Act, with respect to 


any invention or discovery made or con- 
ceived in the course of, in connection 
with or resulting from access to Restrict- 
ed Data received under the terms of the 
access permit issued to (insert the name 
of the holder of the access permit) ; 

(b) Waive any and all claims against 
the United States, the Commission, and 
all persons acting on behalf of the Com- 
mission that might arise in connection 
with the use, by me, of any and all in- 
formation supplied by them pursuant to 
the access permit issued to (insert the 
name of the holder of the access permit) . 

(5) Pay all established charges for 
personnel access authorizations, AEC 
consulting services, publication and re- 
production of documents, and such other 
services as the Commission may furnish 
in connection with the access permit. 


§ 25.24 Administration. 


With respect to each permit issued 
pursuant to the regulations in this part, 
the cognizant Operations Office will: 

(a) Process all personnel access au- 
thorizations requested in connection 
with the permit; 

(b) Review the procedures submitted 
by the applicant in accordance with Part 
95 of this chapter, for the safeguarding 
of Restricted Data; and 

(c) Provide information to the access 
permittee with respect to the sources and 
locations of Restricted Data available 
under this permit and to assist the access 
permittee in other matters pertaining to 
the administration of his permit. 
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§ 25.25 Term and renewal. 


(a) Each access permit will be issued 
for a 2-year term, unless otherwise stated 
in the permit. 

(b) Applications for renewal shall be 
filed.in accordance with § 25.11. Each 
renewal application must be complete, 
without reference to previous applica- 
tions. In any case in which a permittee 
has filed a properly completed applica- 
tion for renewal more than thirty (30) 
days prior to the expiration of his exist- 
ing permit, such existing permit shall not 


- expire until the application for a renewal 


has been 
mission. 


§ 25.26 Assignment. 


An access permit is nontransferable 
and nonassignable. 


§ 25.27 Amendment. 


An access permit may be amended 
from time to time upon application by 
the access permittee. An application for 
amendment may be filed, in triplicate, 
in letter form and shall be signed by an 
individual authorized to-sign on. behalf 
of the applicant. The term of an access 
permit shall not be altered by an amend- 
ment thereto. 

§ 25.28 Commission action on applica- 
tion to renew or ame 

In considering an application by an 
access permittee to renew or amend his 
permit, the Commission will apply the 
criteria set forth in § 25.15. Failure of 
an applicant to reply to a Commission 
request for additional information con- 
cerning an application for renewal or 
amendment within 60 days shall result in 
a rejection of the application without 
prejudice to resubmit a properly com- 
pleted application at a later date. 


§ 25.29 Suspension, revocation and ter- 

The Commission may revoke or sus- 
pend any access permit for any material 
false statement in the application or in 
any report submitted to the Commission 
pursuant to the regulations in this part 
or because of conditions or facts which 
would have warranted a refusal to grant 
the permit in the first instance, or for 
violation of any of the terms and condi- 
tions of the Act or Commission rules, 
regulations, or orders issued pursuant 
thereto. An access should re- 
quest termination of his permit when 
he no longer requires Restricted Data for 
use in his business, trade, or profession. 


§ 25.30 Exceptions and additional re- 
quirements. 

Notwithstanding any other provision 
tn thee regulations th Geb gest, tive Com- 
mission may deny an application for an 
access permit or suspend or revoke any 
access permit, or incorporate additional 
conditions or requirements in any access 
permit, upon finding that such denial, 
revocation or the incorporation of such 
conditions and limitations is necessary 
or appropriate in the interest of the 
common defense and security or is other- 
wise in the public interest. 


finally acted upon by the Com- 
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§ 25.31 Violations. 


An injunction or other court order may 
be obtained prohibiting any violation of 
any provision of the Act or any regula- 
tion or order issued thereunder. Any per- 
son who willfully violates any provision 
of the Act or any regulation or order 
issued thereunder may be guilty of a 
crime and, upon conviction, may be pun- 
ished by fine or imprisonment or both, 
as provided by law. 


APPENDIX A 


Categories of Restricted Data Available 
(Including Scope Notes for Each Cate- 
gory). 

C44 Nuclear Technology. This category 
includes classified technical information 
concerning nuclear technology. It may con- 
tain information on the following: 

@. Materials, including metals, ceramics, 
organic and inorganic compounds. Included 
are such technical areas as the technology 
and fabrication of fuel elements, corrosion 
studies, cladding techniques, and radiation 
studies. 

b. Chemistry, chemical engineering, and 
radiochemistry of all the elements and their 
compounds. Included are techniques and 
processes of chemical separations, radioactive 
waste handling, and feed material processing. 

c. Reactor physics, engineering and tech- 
nology including theory, design, criticality 
studies and operation of reactors, reactor 
systems and reactor components. 

d. Aerospace safety, testing, studies, and 
evaluations. Included are technology and 
evaluation of nuclear safety performance or 
characteristics of materials, components, sub- 


- systems and systems, for nuclear primary and 


auxiliary power, and/or propulsion devices by 
flight tests and ground environmental im- 
pact, chemical and thermal experiments. Also 
includes chemical kinetics, reactor kinetics, 
reentry burnup phenomena, fission product 
release and on. 

This category does not include: 

a@. Information which reveals or from which 
can be calculated actual or planned (as dis- 
tinguished from design) capacities, produc- 
tion rates, and unit costs for the plutonium 
production program; or 

b. Information on an actual or planned 
reactor system which falls within the scope 
of categories C-90, 91, 92, 93, and 94. 

c. Classified methods of isotope separation. 

da. Classified information on specific aero- 
space system objectives, schedules, or opera- 
tional uses. 

C65 Plutonium Production. This cate- 
gory includes information on reactor, fuel 


(as 
sign) capacities, production rates and unit 


costs for the Hanford and 
production facilities. 

Technology which does not reveal or enable 
calculation of production rates and unit costs 
of Hanford or Savannah River production 
facilities is categorized in C-44 Nuclear Tech- 
nology. 

C-90 Nuclear Reactors for Ram-Jet Pro- 
pulsion. This category includes information 
on: 

a. Programs pertaining to the development 
of nuclear reactors for application to ram-jet 
propulsion systems including theory and/or 
design, test philosophy procedures and/or re- 
sults. 


and Savannah River 


b. Pabrication technology and evaluation 
of performance or characteristics of mate- 
rials or components for such reactors. 

c, Controls, control systems, and instru- 
mentation relating to the design or tech- 
nology df such reactors. 
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d. Data pertaining to heat transfer, pro- 
pellant kinetics, or corrosion and erosion of 
materials under conditions of high tempera- 
ture, high-gas flows or other environmental 
conditions characteristic of maue- joe propul- 
sion systems. 


This category does not include information 
on: 


a. Design details of weapons systems or nu- 
clear warheads. 

b. Military operational techniques or char- 
acteristics. 

ec. General aspects of nuclear ram-jet mis- 
siles, such as payload, aerodynamic character- 
istics, guidance systems, physical size, gross 
weight, thrust, and information of this kind 
which is associated with utilization of a nu- 
clear ram-jet propulsion system. 

C-91 Nuclear Reactors for Rocket Propul- 
= This category includes information on: 

pertaining to nuclear reactors 
one: rocket. propulsion; i.e., missile propul- 
sion, theory and/or design, test philosophy 
procedures and/or results. 

b. Design, fabrication technology and eval- 
uation of performance or characteristics of 
material, components, or subsystems of nu- 
clear rocket reactors. 

ce. Controls, control systems and instru- 
mentation relating to the design or ‘ech- 
nology of rocket reactor systems. 

d. Data pertaining to heat transfer, pro- 
pellant kinetics or corrosion and erosion of 
rocket reactor system materials under con- 
ditions of high temperature, high-gas flows, 
or other environmental conditions character- 
istic of rocket reactors. 

This category does not include information 
on: 

a. Design details of weapons systems or 
nuclear warheads. 

b. Military operational techniques or char- 
acteristics. 

c. General aspects of payload and aerody- 
namic characteristics. 

d. Design details and development infor- 
mation of components and subsystems o7 the 
nuclear rocket engine other than that arso- 
ciated with the reactor system. 

C-92 Systems for Nuclear Auxiliary Power 
(SNAP). This category includes information 
on: 

a. Isotopic SNAP Program, including 
theory, design, research and development 
fabrication, test procedures and results fer 
the device, including power conversion device 
and the fuels used. 

b. Reactor SNAP Program, including 
theory, design, research and development, 
fabrication, test procedures and results for 
the reactor, including the directly associated 
Power conversion device when developed by 
the AEC. 

This category does not include basic tech- 
nical and scientific data developed uncer the 
SNAP Advanced Concept Program which 
should be reported in C—93. 

C-93 Advanced Concepts for 
Application. 

C%93a Reactor Experiments. This cate- 
gory includes classified technical information 
developed in the pursuit of work on new or 


Future 


advanced concepts of reactors or components - 


which the AEC considers essential to future 
growth or for general application to future 
generations of reactors. Classified informa- 
tion developed in the pursuit of work on the 
lithium cooled reactor experiment is an ex- 
ample of the type of information to be re- 
ported in this category; i.e., information 
resulting from an experimental reactor proj- 
ect or component development which may 
have many future applications but which is 
not currently being pursued to meet the 
specific needs of an approved requirement for 
which other information categories have 
been provided. For example, classified tech- 
nical information developed in the pursuit 
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of work on Naval, Ram-Jet or Rocket nu- 
clear reactors would not be reported here 
but under their respective specific categories. 
This category will include classified technical 
information on the following: . 

a. Theory, design, and performance, either 
estimated or actual. 

b. Design details, composition and per- 
formance characteristics of major compo- 
nents (e.g., fuel media, reflectors, modera- 
tors, heat exchangers, pressure shells or 
containment devices, control rods, conver- 
sion devices, instrumentation, and shielding). 

¢. Material (metals, ceramics, and com- 
pounds) development, alloying, cladding, 
corrosion, erosion, radiation studies, and 
fabrication techniques. 

d. Chemistry, including chemical engi- 
neering, processes, and techniques. Reactor 
physics, engineering, and criticality studies. 

C-93b Conversion Devices. This category 
includes classified technical information de- 
veloped in the pursuit of studies, designs, 
research and development, fabrication, and 
operation of any energy conversion device 
to be used with nuclear energy sources which 
is not being applied to a specific system 
development project. 

C-94 Military Compact Reactor (MCR). 
This category includes classified technical 
information on the actual or planned Mili- 
tary Compact Reactor and its components 
developed in the pursuit of studies, designs, 
research and development, fabrication, and 
operation of the reactor system or its com- 
ponents. 

Examples of the areas of information in- 
cluded are: 

a. Reactor core physics. 

b. Fuel elements and fuel element com- 
ponents. 

c. Moderator and reflector details. 

d. Data on primary coolant system. 

e. Radiation shield. 

f. Controls and instrumentation. 

This category does not include information 
on military operational characteristics or 
techniques. 

APPENDIX B 


Commission’s operations offices and geo- 
graphical areas of responsibility. 


Albuquerque Operations Office, U.S. Atomic 
Energy Commission, Post Office Box 5400, 
Albuquerque, N. Mex. 87115: Arizona, Kan- 
sas, New Mexico, Oklahoma, and Texas. 

Chicago Operations Office, U.S. Atomic En- 
ergy Commission, 9800 South Cass Ave- 
nue, Argonne, Ill. 60439; Illinois, In- 
diana, Iowa, Michigan, Minnesota, Ne- 
braska, North Dakota, Ohio, South 
Dakota, and Wisconsin. 

New York Operations Office, U.S. Atomic En- 
ergy Commission, 376 Hudson Street, New 
York, N.Y. 10114: Connecticut, Delaware, 
District of Columbia, Maine; Maryland, 
Massachusetts, New Hampshire, New Jer- 
sey, New York, Pennsylvania, Rhode Island, 
and Vermont. 

Oak Ridge Operations Office, U.S. Atomic En- 
ergy Commission, Post Office Box E, Oak 
Ridge, Tenn. 37831: Arkansas, Kentucky, 
Louisiana, Mississippi, Missouri, Panama 
Canal Zone, Puerto Rico, Tennessee, Vir- 
ginia, Virgin Islands, and West Virginia. 

Richland Operations Office, U.S. Atomic En- 
ergy Commission, Post Office Box 550, 
Richland, Wash. 99352: Alaska, Oregon, and 
Washington. 

San Francisco Operations Office, U.S. Atomic 
Energy Commission, 2111 Bancroft Way, 
Berkeley, Calif. 94704: California, Colorado, 
Hawaii, Idaho, Montana, Nevada, Utah, 
Wyoming, and U.S. Pacific Territories. 

Savannah River Operations Office, US. 
Atomic Energy Commission, Post Office Box 
A, Aiken, S.C. 29802: Alabama, Florida, 
Georgia, North Carolina, and South Car- 
olina. 


PART 95—SAFEGUARDING OF 
RESTRICTED DATA 


GENERAL PROVISIONS 


Purpose. 

Scope. 
Definitions. 
Communications. 


Submission of procedures by Access 
Permit Holder. 

Specific waivers. 

Interpretations. 

Requirements. 


PuysicaL SECURITY 
Protection of Restricted Data in stor- 


age. 
Protection while in use. 
Establishment of security areas. 
Special kinds of classified material. 
Protective personnel. 


CONTROL OF INFORMATION 


Access to Restricted Data. 

Classification and preparation of 
documents. 

External transmission of documents 
and material. 

Accountability for Secret Documents. 

Authority to reproduce. 

Changes in classification. 

Destruction of documents or material 
containing Restricted Data. 

Suspension or revocation of access au- 
thorization. 


Expiration, suspension or revocation 
of Access Permits. 


Expiration, suspension or revocation 
of Dissemination Permits or Pri- 
vate Restricted Data Access Author- 
izations. 


95.41 Termination of employment or change 
of duties. 

95.42 Continued applicability of the regu- 
lations in this Part. 


95.43 Reports. 
95.44 Inspection. 
95.45 Violations. 


AvurHoriry: The provisions of this Part 95 
issued under sec. 161 i and p, 68 Stat. 948, 42 
U.S.C. 2201 i and p. 


GENERAL PROVISIONS 


§ 95.1 Purpose. 

The regulations in this part establish 
requirements for the safeguarding of (a) 
Restricted Data received or developed 
under an Access Permit and (b) Private 
Restricted Data. 


§ 95.2 Scope. 


The regulations in this part apply to 
all persons (a) who receive access to Re- 
stricted Data under an Access Permit 
and (b) who possess Private Restricted 
Data. 


§ 95.3 Definitions. 


As used in this part, 

(a) “Access authorization” means an 
administrative determination by the AEC 
that an individual who is an AEC con- 
tractor, contractor of another Federal 
agency, or an Access Permittee, or an 
employee or consultant of such contrac- 
tor or permittee is eligible for access to 
Restricted Data; 

(b) “Access Permit” means a permit, 
issued to a person by the Atomic Energy 
Commission pursuant to the regulations 


in Part 25 of this chapter, by means of - 


which individuals possessing appropriate 
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access authorization may obtain access to 
Restricted Data received from the Gov- 
ernment and other related Restricted 
Data developed subsequent to such 
access, applicable to civil uses of atomic 
energy in accordance with the terms and 
conditions stated on the permit; 

(c) “Access Permittee” means the 
holder of an Access Permit; 

(d) “Act” means the Atomic Energy 
Act of 1954 (68 Stat. 919), including any 
amendments thereto; 

(e) “Commission,” “USAEC,” or 
“AEC” means the U.S. Atomic Energy 
Commission or its duly authorized repre- 
sentatives; 

(f) “Dissemination Permit” means a 
permit issued by the Atomic Energy 
Commission pursuant to the regulations 
in Part 26 of this chapter authorizing 
the individual to whom the permit is 
issued to disseminate the Private Re- 
stricted Data identified in the permit to 
each individual identified in the permit 
who is granted Private Restricted Data 
Access Authorizations; 

(g) “Dissemination Permittee” means 
the holder of a Dissemination Permit; 

(h) “Document” means any piece of 
recorded information regardless of its 
physical form or characteristics; 

(i) “DoD” means the Department of 
Defense; 

(j) “Government Agency” means any 
executive department, commission, in- 
dependent establishment, corporation, 
wholly or partly owned by the United 
States of America which is an instru- 
mentality of the United States, or any 
board, bureau, division, service, office, 
officer, authority, administration, or 
other establishment in the executive 
branch of the Government; 

(k) “L(CX) access’ authorization” 
means a determination by the AEC that 
an individual is eligible for access to Con- 
fidential Restricted Data under an Access 
Permit; 

(l) “NASA” means the National Aero- 
nautics and Space Administration; 

(m) “Person” means (1) any individ- 
ual, corporation, partnership, firm, as- 
sociation, trust, estate, public or private 
institution, group, Government agency 
other than the Commission, any State or 
any political subdivision of, or any polit- 
ical entity within a State, or other entity; 
and (2) any legal successor, representa- 
tive, agent or agency of the foregoing; 

(n) “Private Restricted Data” means 
all Restricted Data within the categories 
in the appendix of Part 26 to this = 
ter which is 

(1) Generated or acquired by a ‘per- 
son other than in the eourse of (i) ac- 
tivities: conducted by or for a Govern- 
ment agency or (ii) work under a con- 
tract with, and funded in whole or in 
= me the United States; or . 

) Possessed by a person as a result 
of call subsequent to the termination of 
the person’s participation in work or ac- 
tivities described in (i) or (ii) above; or 

(3) Within Category B of the ap- 
pendix to Part 26 of this chapter if such 
information was received or developed by 
& person under an Access Permit; 
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(o) “Private Restricted Data Access 
Authorization” means a determination 
by the Atomic Energy Commission that 
an individual is eligible for access to spe- 
cifically identified Private Restricted 
Data; 

(p) “Q(X) access authorization” 
means a determination by the AEC that 
an individual is eligible for access to 
Secret and Confidential Restricted Data 
under an Access Permit; 

(q) “Restricted Data” means all data 
concerning (1) design, manufacture or 
utilization of atomic weapons; (2) the 
production of special nuclear material; 
or (3) the use of special nuclear mate- 
rial in the production of energy, but shall 
not include data declassified or removed 
from the Restricted Data category pur- 
suant to section 142 of the Act; 

(r) “Security area” means a physically 
defined space, access to which is subject 
to security restrictions and control; 

(s) “Security clearance” means an ad- 
ministrative determination by the AEC 
that an employee of the AEC or of an- 
other Federal agency is eligible for ac- 
cess to Restricted Data or defense in- 
formation; 

(t) “United States,” when used in a 
geographical sense, includes all Terri- 
tories and Possessions of the United 
States, the Canal Zone and Puerto Rico. 


§ 95.4 Communications. 


Communications concerning the regu- 
lations in this part should be addressed 
to the U.S. Atomic Energy Commission 
at the Commission Operations Office 
(listed in Appendix B of 10 CFR Part 25) 
administering Access Permits for the 
geographical area if the communica- 
tion involves an Access Permit or to the 
Atomic Energy Commission, Washing- 
ton, D.C. 20545, Attention: Assistant 
General Manager, if the communication 
involves any other matter. Communica- 
tions involving an Access Permit may be 
delivered in person at the Commission 
Operations Office. Other communica- 
tions may be delivered in person at the 
Commission’s offices at 1717 H Street 
NW., Washington, ee or its office at 
Germantown, Marylani 


§ 95.5 Submission of ig by Ac- 
cess Permit holder. 


_ No access permittee shall have access 
to Restricted Data until he shall have 
submitted to the Commission a written 
statement of his procedures for the safe- 
guarding of Restricted Data and for the 
security education of his employees and 
the Commission shall have determined 
and informed the permittee that his pro- 
cedures for the safeguarding of Re- 
stricted Data are in compliance with the 
regulations in this part and that his pro- 
cedures for the security education of his 
employees assure that his all employees, 
who will have access to Restricted Data, 
are informed about and understand the 
regulations in this part. 


§ 95.6 Specific waivers. 


waivers from the requirements of this 
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part as it determines are authorized by 
law and will not constitute an undue risk 
to the common defense and security. 


§ 95.7 Interpretations. 


Except as specifically authorized by 
the Commission in writing, no interpre- 
tation of the meaning of the regulations 
in this part by any officer or employee of 
the Commission other than a written in- 
terpretation by the General Counsel will 
be recognized to be binding upon the 
Commission. 


§ 95.8 Requirements. 


Each person to whom these regulations 
apply shall comply with all applicable 
provisions of the Act, with the regula- 
tions in this part, and with all other ap- 
plicable rules, regulations and orders of 
the Commission. 


PHYSICAL SECURITY 


§ 95.21 Protection of Restricted Data in 
storage. 


(a) All persons subject to this regula- 
tion shall store Secret and Confidential 
documents and material when not in use 
in accordance with one of the following 
methods: 

(1) Ina locked vault, safe or safe-type 
steel file cabinet having a three-position 
dial-type combination lock; or 

(2) In a dual key, Bank Safety De- 
posit Box; or 

(3) In a steel file cabinet secured by a 
steel lock bar.and a three-position 
type changeable combination padlock; or 

(4) In a locked steel file cabinet when 
located in a security area established un- 
der § 95.23 or when the cabinet or the 
place in which the cabinet is located is 
under Commission approved automatic 
alarm protection. 

(b) Changes of combination: Each 
person subject to this regulation shall 
change the combinations on locks of his 
safekeeping equipment whenever such 
equipment is placed in use, whenever an 
individual knowing the combination no 
longer requires access to the repository 
as a result of change in duties or position, 
or termination of employment, or when- 
ever the combination has been subjected 
to compromise, and in any event at least 
once a year. Records of combinations 
shall be classified no lower than the high- 
est classification of the documents and 
material authorized for storage in the 
safekeeping equipment concerned. 

(c) The lock on safekeeping equip- 
ment of the type specified in paragraph 
(a) (4) of this section shall be replaced 

tely whenever a key is lost. 
§ 95.22 Protection while in use. - 

While in use, documents and material 
containing Restricted Data shall be un- 
der the direct contro! of an appropriately 
authorized individual and the Restricted 
Data shall be capable of being removed 
from sight immediately. 

§ 95.23 Establishment of security areas. 


(a) When, because of their nature or 
size, it is impracticable to safeguard doc- 
uments and material containing Re- 
stricted Data in accordance with the pro- 


FEDERAL REGISTER, VOL. 32, NO. 250—THURSDAY, DECEMBER 28, 1967 





20878 


visions of §§ 95.21 and 95.22, a security 
area to protect such documents and ma-~- 
terial shall be established. 

(b) The following controls shall apply 
to security areas: 

_ (1) Security areas shall be separated 
from adjacent areas by a physical bar- 
rier designed to prevent entrance into 
such areas, and access to the Restricted 
Data within the areas, by unauthorized 
individuals. 

(2) During working -hours, admit- 
tance shall be controlled by an appropri- 
ately authorized individual posted at 
each unlocked entrance. 

(3) During nonworking hours, admit- 
tance shall be controlled by protective 
personnel on patrol, with protective per- 
sonnel posted at unlocked entrances, or 
by such automatic alarm systems as the 
Commission may approve. 

(4) Each individual authorized to enter 
@ security area shall be issued a distinc- 
tive badge or pass when the number of 


employees assigned to the area exceeds 
30. 


§ ee Special kinds of classified mate- 
rial. 


‘When the Restricted Data contained in 
material is not ascertainable by obser- 
vation or examination at the place where 
the material is located and when the ma- 
terial is not readily removable because 
of size, weight, radioactivity, or similar 
factors, the Commission may authorize 
such lesser protection than is otherwise 
required by §§ 95.21 to 95.23, inclusive, 
as the Commission determines to be com- 
mensurate with the difficulty of removing 
the material. 


§ 95.25 Protective personnel. 


Whenever protective personnel are re- 
quired by § 95.23, such protective person- 
nel shall: 

(a) Be armed with sidearms of not less 
than .38 caliber, and 

(b) With respect to Restricted Data 
within the categories of Appendix “A” to 
Part 25, possess a “Q” or “L” security 
clearance or “Q(X)” or “L(X)” access 
authorization if the Restricted Data 
being protected is classified Confidential 
or a “Q” security clearance or “Q(X)” 
access authorization if the Res 
Data being protected is classified Secret, 
or 

(c) With respect to Private Restricted 
Data, possess a Private Restricted Data 
Access Authorization for the specific Pri- 
vate Restricted Data. 


§ 95.31 Access to Restricted Data. 


(a) Except as the Commission may 
authorize, no person subject to the regu- 
lations in this part shall permit any indi- 
vidual to have access to Restricted Data 
in his possession unless the individual: 

(1) Is an employee of a Government 
agency who has been granted security 
clearance and who requires access to the 
Restricted Data in connection with his 
official duties; or 

(2) Has been certified to the Commis- 
sion by DoD or NASA and the individual 
needs such access in connection with his 
duties as certified by DoD or NASA; or 
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(3) Is a Commission contractor em- 
ployee, who has been granted appropriate 
access authorization for access to the 
Restricted Data and who requires access 
to the Restricted Data in the course of 
the performance of his duties; or 


(4) Has appropriate access authoriza- 
tion and, in the case of information in 
Category C-91 of Appendix A to Part 25 
and Secret Restricted Data, the Access 
Permittee determines that the individual 
= Che steers Se ie Sees ne 
du 


(b) Except as the Commission may 
authorize, no person subject to the regu- 
lations in this part and Part 26 of this 
chapter shall permit any individual to 
have access to Restricted Data in his pos- 
session unless the individual: 


(1) Is an AEC employee who requires 
access to the Restricted Data in con- 
nection with his official duties; or 

(2) Is a Commission contractor em- 
ployee, who has been granted appropriate 
access authorization and who requires 
access to the Restricted Data in the 
course of the- performance. of his 
duties; or 

(3) Is an employee of the U.S. Patent 
Office, who has been granted security 
clearance and who requires access to the 
Restricted Data in connection with his 
official duties; or 

(4) Has been granted a Private Re- 
stricted Data Access Authorization for 
the specified Private Restricted Data. 

(c). Inquiries concerning the clearance 
status of individuals, the scope of Access 
Permits, or the nature of contracts 
should be addressed to the Commission 
Office administering the Access Permit 
or the contract. Inquiries concerning 
Private Restricted Data Access Author- 
izations should be addressed to the 
Atomic Energy Commission, Washing- 
ton, D.C. 20545, Attention: Assistant 
General Manager. 


§ 95.32 Classification and preparation of 
documents. 


(a) Classification. (1) Restricted Data 
originated by an Access Permittee 
must be appropriately classified. “Guide 
to the Unclassified Fields of Research” 
will be furnished each Access Permittee. 
In the event an Access Permittee origi- 
nates information within the definition 
of Restricted Data (§ 95.3(q)) or infor- 
mation which he is not positive is not 
within that definition and “Guide to Un- 
classified Fields of Research” does not 
provide positive classification guidance 
for such information, he shall designate 
the information as Confidential Re- 
stricted Data and request classification 
guidance from the USAEC through the 
Classification Officer at the Operations 
Office administering the permit, who will 
refer the request to the Director, Division 
of Classification, U.S. Atomic En 
Commission, Washington, D.C. 20545 
he does not have authority to provide the 
guidance. 

(2) Private Restricted Data must be 
appropriately classified. -Classification 
guidance is available from the Diréctor, 
Division of Classification, US. Atomic 
Energy Commission, Washington, D.C. 


20545 or the Classification OMieer at any 
AEC 


Operations 

(b) Secesiuettias os consistent with con- 
tent. Each document containing Re- 
stricted Data shall be classified accord- 
ing to its own content. 

(c) Document which custodian be- 
lieves improperly classified or lacking 
appropriate classification markings. If a 
person receives a document which in his 
opinion is not properly classified, or omits 
the appropriate classification markings, 
he shall communicate with the sender 
and suggest the classification which he 
believes to be appropriate. Pending final 
determination of proper classification, 
such documents shall be safeguarded 
with the highest classification in 
question. 

(d) Classification markings. Unless 
otherwise authorized below, the assigned ~ 
classification of a document shall be con- 
spicuously marked or stamped at the top 
and bottom of each page and on the front 
cover, if any, and the document shall 
bear-the following additional markings 
on the first page and on the front cover: 

RESTRICTED DaTA 
This document contains Restricted Data 
as defined in the Atomic Energy Act of 1954. 
Its transmittal or the disclosure of its con- 
tents in any manner to an unauthorized 
person is prohibited. 


(e) Documentation. (1) All Secret 
documents shall bear on the first page 


‘ @ properly completed documentation 


stamp such as the following: 


This document consists of 
Cony. IG. tcmtien OF caine COGE manne = 


(2) The series designation shall be a 
capital letter beginning with the letter 
“A” designating the original set of copies 
prepared. Each subsequent set of copies 
of the same documents shall be identified 
by the succeeding letter of the alphabet. 

(f) Letter of transmittal. A letter 
transmitting Restricted Data shall be 
marked with a classification at least as 
high as its highest classified enclosure. 
When the contents of the letter of trans- 
mittal warrant lower classification or 
require no classification, a stamp or 
marking such as the following shall be 
used on the letter: 


When separated from enclosures handle 


(g) Permanently fastened documents. 
Classified books or pamphlets, the pages 
of which are permanently and securely 
fastened together, shall be conspicuously 
marked or stamped with the assigned 
classification in letters at least one fourth 
(%) inch in height at the top and bottom 
on the outside front cover, on the title 
page, on the front page and on the in- 
side and outside of the back cover. The 
additional markings referred to in para- 
graph (d) of this section shall be placed 
on the first page and on the front cover. 

(h) Physically connected documents. 
The classification of a file or group of 
physically connected documents shall be. 
at least as high as that of the most 

classified document therein. It 


highly 
shall bear only one overall classification, 
although pages, paragraphs, sections, or 
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components thereof may bear different 
classifications. Each document separated 
from the file or group shall be handled 
in accordance with its individual classi- 
fication. 


(i) Attachment of security markings. 
Documents which do not lend them- 
selves to marking or stamping shall have 
securely affixed or attached a tag, sticker, 
or similar device bearing the appropriate 
security markings. 


§ 95.33 External transmission of docu- 
ments and material. 


(a) Restrictions. (1) Documents and 
material containing Restricted Data 
shall be transmitted only to persons who 
possess appropriate clearance, access au- 
thorization or Private Restricted Data 
Access Authorization and are otherwise 
eligible for access under the require- 
ments of § 95.31. . 

(2) In addition, such documents and 
material shall be transmitted only to 
persons who possess facilities for their 
physical security consistent with this 
part. Any person subject to the regula- 
tion in this part who transmits such doc- 
uments or material shall be deemed to 
have fulfilled his obligations under this 
subparagraph by securing a written 
certification from the prospective recip- 
ient that such recipient possesses facil- 
ities for its physical security consistent 
with this part. 

(3) Documents and material contain- 
ing Restricted Data shall not be exported 
from the United States without prior 
authorization of the Commission. 

(b) Preparation of documents. Docu- 
ments containing Restricted Data shall 
be prepared for transmission outside an 
individual installation in accordance 
with the following: 

(1) They shall be enclosed in two 
sealed opaque envelopes or wrappers. 

(2) The inner envelope or wrapper 
shall be addressed in the o: man- 
ner and sealed with tape, the appro- 
priate classification shall be placed on 
both sides of the envelope and the addi- 
tional marking referred to in § 95.32(d) 


shall be placed on the side bearing the 
address. 


(3) The outer envelope or wrapper 


shall be addressed in the o man- 
ner. No classification, additional mark- 
ing or jother notation shall be affixed 
which indicates that the document en- 
closed therein contains classified infor- 
mation or Restricted Data. 


(4) A receipt, which identifies the 
documént, the date of transfer, the re- 
cipient and the person transferring the 
document shall accompany the document 
and shall be signed by the recipient and 
returned to the sender whenever the 
custody of a Secret document is 
transferred. 

(c) Preparation of material. Material, 
other than documents, containing Re- 
stricted Data shall be prepared for ship- 
ment outside an individual installation 
in accordance with the following: 

(1) The material shall be so packaged 
that the classified characteristic will not 
berevealed. - 


FEDERAL REGISTER, 


PROPOSED RULE MAKING 


(2) A receipt which identifies the ma- 
terial, the date of shipment, the recipient, 
and the person transferring the material 
shall accompany the material and the 
recipient shall sign such receipt when- 
ever the custody of Secret material is 
transferred. 

(d) Methods of transportation. (1) 
Secret. documents and material shall be 
transported only by one of the following 
methods: 

(i) Registered mail. 

(ii) Railway or air express in “Armed 
Guard Service” or “Armed Surveillance 
Service”. 

(iii) Individuals possessing appropri- 
ate AEC security clearance or access au- 
thorization who have been given written 
authority by their employers and individ- 
uals possessing appropriate Private Re- 


. 8tricted Data Access Authorization. 


(2) Confidential documents and ma- 
terial shall be transported by one of the 
methods set forth in subparagraph (1) 
of this paragraph or by one of the 
following methods: 

(i) Certified or first-class mail, if ap- 


proved by the Manager of Operations 
‘ administe 


ring the Permit. Certified or 
first-class mail may not be used in any 
transmission of Confidential documents 
to Alaska, Hawaii, the Canal Zone, Puerto 
Rieo, or any U.S. territory or possession. 

(ii) Railway or air express “Protective 
Signature Service’; railway express “Re- 
corded Tally Service”; airlines “Protec- 
tive Signature Service,” when available; 
rail or motor vehicles in sealed car or 
sealed van service; or services providing 
equivalent protection. 

(iii) Material. in less than carload, 
truckload, or planeload lots, by regular 
commercial carrier when the container 
and its contents weigh more than 500 
pounds and such container is locked and 


sealed. 

(e) Transmission by cryptographic 
means. Cryptographic systems shall not 
be used for the transmission of Restricted 
Data unless approved by the Commission. 

(f) Telephone conversations. No dis- 
cussion of classified information is per- 


mitted during a telephone conversation. 


§ 95.34 Accountability for Secret docu- 
ments. 


Each person subject to this regulation 
possessing documents containing Secret 
Restricted Data shall establish a docu- 
ment accountability procedure and shall 
maintain records to show the disposition 
of ajl such documents which have been 
in his custody at any time. 


§ 95.35 Authority to reproduce. 


Nothing in this part shall be deemed 
to prohibit any person possessing docu- 
ments containing Restricted Data from 
reproducing any Confidential documents, 
or any Secret documents originated by 
him. He shali not reproduce any other 
documents containing Secret Restricted 
Data without prior authorization from 
the Commission or from the originator 
of the document. 


§ 95.36 Changes in classification. 


Documents containing Restricted 
Data shall not be downgraded to a lower 
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classification or declassified except as 
authorized by the Commission. Requests 
for downgrading or declassification shall 
be submitted to the AEC’s Operations 
Office administering the Permit; the U.S. 
Atomic Energy Commission, Declassifica- 
tion Branch, Oak Ridge Operations Of- 
fice, Post Office Box E, Oak Ridge, Tenn. 
37831, or U.S. Atomic Energy Commis- 
sion, Washington, D.C. 20545, attention: 
Division of Classification. If the Commis- 
os approves a change of classification 

cation, the previous classifi- 
alae marking shall be canceled and the 
following statement, properly completed, 
shall be placed on the first page of the 
document: 


Classification canceled (or changed to) 


(Insert appropriate classification) 
by authority of 


(Signature of person making change 
and date thereof) 


Any person making a change in classifi- 
cation or receiving notice of such a 
change shall forward notice of the 
change in classification to holders of all 
copies as shown on his records. 


§ 95.37 Destruction of documents or 
material containing Restricted Data. 


(a) Documents containing Restricted 
Data may be destroyed only by shredding 
and burning, pulping, or by any other 
method that assures complete destruc- 
tion of the information. If the document 


. contains Secret Restricted Data, a per- 


manent record of the subject, title, -or 
report number of the document, its date 
of preparation, its series designation and 
copy number, and the date of destruction 
shall be signed by the person destroying 
the document and shall be maintained in 
the office of the last custodian. 

(b) Restricted Data contained in ma- 
terial, other than documents, may be 
destroyed only by a method that assures 
complete obliteration, removal, or de- 
struction of the Restricted Data. 


§ 95.38 Suspension or revocation of ac- 
cess authorization or Private Re- 
stricted Data Access Authorization. 


In any case where the access authori- 
zation or the Private Restricted Data Ac- 
cess Authorization of an individual sub- 
ject to the regulations in this part is 
suspended or revoked in accordance with 
the procedures set forth in Part 10 of 
this chapter, such individual shall, upon 
due notice from the Commission of such 
suspension or revocation and demand by 
the Commission, deliver to the Commis- 


Data for safekeeping and such further 
disposition as the Commission deter- 
mines to be just and proper. 


§ 95.39 Expiration, suspension or revo- 


cation of Access Permits. 


(a) Upon expiration of an Access Per- 
mit, the person to whom such permit 
has been issued may, except as provided 
in paragraph (b) of this section: (1) 
Deliver all documents or materials in his 
possession containing Restricted Data to 
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the Commission or to a person authorized 
to receive them and file with the Com- 


nonpossession; or (3) file with the Com- 
mission a certified inventory of Restrict- 
ed Data attached to a request for ap- 
proval of retention of such data. A per- 
son retaining’ Restricted Data must 
maintain an active Access Permit unless 
otherwise authorized by the Commission. 
Only such individuals having such clear- 
ance for access to Restricted Data as the 
Commission may prescribe shall have 
access to such Restricted Data. 

(b) In any case where an Access Per- 
mit has expired or has been suspended 
or revoked and the Commission has de- 
termined that further possession by the 
former Access Permittee of documents or 
materials containing Restricted Data 
would r the common defense and 
security, such former Access Permittee 
shall upon due notice from the Commis- 
sion of such expiration, suspension, or 
revocation 


documents or materials in his possession 
containing Restricted Data for safekeep- 
ing and such further disposition as the 
Commission determines to be just and 
proper. 


§ 95.40 Expiration, suspension or revo- 
cation of Dissemination Permits or 
Private Restricted Data Access Au- 
thorizations. 

(a) Upon expiration of a Dissemina- 
tion Permit or a Private Restricted Data 


authorized to receive them and file with 
the Commission a certificate of non- 
possession of. Restricted Data, or (2) 
destroy them and file with the Commis- 
sion a certificate of nonpossession, or (3) 
file with the Commission a certified in- 
ventory of Restricted Data attached to 
a statement that all Restricted Data in 
his possession will be retained and safe- 
Commission 


have access to such Restricted Data. 
* (b) In any case where a Dissemination 
Permit or Private Restricted Data Access 


thorization of documents or materials 
containing Restricted Data would en- 
danger the common defense and security, 
such former Permittee or former access 
authorization holder shall upon due no- 
tice from the Commission of such ex- 
piration, suspension, or revocation and 
of such determination, deliver to the 
Commission any and all documents or 
materials in his possession containing 
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further disposition as the C 
determines to be just and proper. 


§ 95.41 ‘Termination of employment or - 
change of duties. 


Restricted Data for safekeeping and such 
commission 


Each Access Permittee or Dissemina- 
tion Permittee shall furnish promptly to 
the Commission written notification of 
the termination of employment of each 
individual who possesses an access au- 
thorization or Private Restricted Data 
Access Authorization under his Permit or 
whose duties are changed ‘so that access 
to Restricted Data is no longer needed. 
Upon such notification, the Commission 
may (a) terminate the individual’s ac- 
cess authorization or Private Restricted 
Data Access Authorization or (b) trans- 
fer the individual’s access authorization 
to the new employer of the individual to 
Data where authorized pursuant to Com- 
mission regulations. Access Permittees 
shall also report to the cognizant AEC 
Operations Office at the end of each cal- 
endar year the use made of the permit 
and access authorizations during the 
year, the number of “Q(X)” and “L(X)” 
access authorizations received or termi- 
nated during the year and the number 
remaining active at the end of the year 
and such other information requested by 
the Commission for determination of the 
use and continuing need of the Access 
Permit Program. 


§ 95.42 Continued applicability of the 
regulations in this part. 

The expiration, suspension, revocation, 
or other termination of a security clear- 
ance, access authorization, Access Per- 
mit, Private Restricted Data Access 
Authorization, or Dissemination Permit 
shall not relieve any person from compli- 
ance with thé regulations in this part. 


§ 95.43 Reports. 


Each person subject to these regula- 
tions shall report promptly to the Com- 
mission Office administering the Access 
Permit, Dissemination Permit or Private 
Restricted Data Access Authorization all 
losses of Restricted Data documents or 
material and to that Commission Office 
and the nearest office of the Federal Bu- 
reau of Investigation any alleged or sus- 
pected violation of the Atomic Energy 
Act or the Espionage Act. 


§ 95.44 Inspection. 


The Commission may make such 
inspections of the premises, activities, 
records, and procedures of any person 
subject to the regulations in this part as 
the Commission deems necessary to 
effectuate the purposes of the Act. 


§ 95.45 Violations. 


An injunction or other court order may 
be obtained prohibiting any violation of 
any provision of this part. Any person 
who receives access to Restricted Data 
under an Access Permit issued pursuant 
to Part 25 and who willfully violates, 
attempts to violate or conspires to vio- 
late any provision of this part, may be 
guilty of a crime and upon conviction 
may be punished by fine or imprison- 
ment, or both, as provided by law. 


Dated at Germantown, Md., this 20th 
day of December 1967. _ 


Por the Atomic Energy Commission. 


W. B. McCoot, 
Secretary. 


[F.R. Doc, 67-15033; Filed, Dec. 27, 1967; 
8:47 a.m.] 


CIVIL AERONAUTICS -BOARD 


[14 CFR Part 241] 
[Economic Reg. Docket No. 19452; EDR-132] 


UNIFORM SYSTEM OF ACCOUNTS 
AND REPORTS FOR CERTIFICATED 
AIR CARRIERS 


Proposed Identification of Nondepre- 
ciable Overhaul Values on Schedule 
B—43 

DECEMBER 22, 1967. 
Notice is hereby given that the Civil 

Aeronautics Board has under considera- 

tion a proposed amendment to Part 241 

of the Economic regulations which would 

provide for separate reporting of non- 
depreciable overhaul values on schedule 

B-43, Inventory of Airframes and Air- 

craft Engines. The principal features of 

the proposed amendment are described 
in the Explanatory Statement below, and 
the proposed amendment is set out in the 
proposed rule below. The amendment is 
proposed under authority of sections 

204(a) and 407(a) of the Federal Avia- 

tion Act of 1958, as amended (72 Stat. 

743, 766; 49 U.S.C. 1324, 1377). 
Interested persons may participate in 

the proposed rule making through sub- 

mission of twelve (12) copies of written 
data, views or arguments pertaining 
thereto, addressed to the docket section, 

Civil Aeronautics Board, Washington, 

D.C. 20428. All relevant material received 

on or before January 17, 1968, will be 

considered by the Board before taking 
action on the proposal. Copies of com- 
munications will be available for exam- 
ination by interested persons in the 

Docket Section, Room 1710- Universal 

Building, 1825 Connecticut Avenue NW., 

Washington, D.C., upon receipt thereof. 


By the Civil Aeronautics Board. 


{seaL] Haroip R. SANDERSON, 
Secretary. 


Explanatory statement. Schedule B-43 
“Inventory of Airframes and Aircraft 
Engines” of Form 41* does not presently 
provide a column for reporting nonde- 
preciable overhaul values excluded from 
depreciable cost. As a result, nondepre- 
ciable overhaul values cannot always 
be determined from the data shown on 
the schedule. Of the carriers who exclude 
nondepreciable overhaul values from the 
depreciable cost of airframes and/or 
aircraft engines, some are including such 
overhaul values in column 11 “Estimated 


ment would add a column for reporting 


1 Piled as part of the original document. 
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the nondepreciable overhaul values and 
thus provide for uniform reporting of 
normal residual values and overhaul 
residual values. The instructions for 
schedule B43 are also revised and 
clarified. 

It is proposed to. amend Part 241 of the 
Economic Regulations (14 CFR. Part 
241), effective December 31, 1967, as 
follows: 

1. Amend section 23 by revising the 
instructions for schedule B—43 to read 
as follows: 


SCHEDULE B-43—INVENTORY OF AIRFRAMES 
AND AIRCRAFT ENGINES 


(a) This schedule shall be filed by all route 
air carriers. 

(b) A single set of this schedule shall be 
filed for the overall corporate or other legal 
entity comprising tpe air carrier. 

(c) The indicated data shall be 
for each individual airframe, identified by 
type, model, and design of cabin as to use 
for passengers exclusively, cargo exclusively, 
or both passengers and cargo in combination. 
Data pertaining to aircraft engines shall be 
reported om a group basis by type of engine 
and by type of aircraft to which related. 

(d) Data in this schedule shall be grouped 
and subtotaled as between data 
to airframes and data pertaining to aircraft 
engines. Data pertaining to nonoperating air- 
frames and aircraft engines shall be reported 
in a group below the data for operating 
equipment, 

(e) The data to be reported shall include 
owned and rented airframes and aircraft en- 
gines currently in operation or in conversion. 
Data pertaining to rented airframes and air- 
craft engines shall be listed in columns 1 
through 7 and in column 14; the cost of im- 
provements thereto shall be listed in col- 
umns 8 through 13. 

(f) Column 8, “Cost” shall agree in totals 
for owned and operating airframes and air- 
craft engines, respectively, with correspond- 
ing amounts reflected in accounts 1601 and 
108 Se Sn Se Se eane Beer en ay Oe 
— 31 of the reporting y 

(g) Column 9, “Reserve for © Depreciation” 
shall include the accumulations of all provi- 
sions for losses due to use and obsolescence 
as recorded in balance sheet accounts 1611 
Reserve for Depreciation-Airframes and 1612 
Reserve for Depreciation-Aircraft Engines. 

(h) Column 10, “Depreciated Cost” shall 
reflect Cost (col. 8) less Reserve for Deprecia- 
tion (col. 9). 

(i) Column 11, “Estimated Residual 
Value” shall reflect in dollars the residual 
value assigned to airframes and aircraft en- 
gines respectively, exclusive of any amount 
reported in columns 12 and 14, respectively. 

(j) Column 12, “Overhaul Value Not De- 
preciable” shall reflect the overhaul value 
excluded from computations of airframe and 
aircraft engine depreciation. 

(k) Column 18, “Estimated Depreciable 
Life (Months)” shall reflect the estimated 
depreciable life of each airframe and each 
group of aircraft engines. 

(1) Column 14, “Flight Equipment Air- 
worthiness Reserves or Maintenance Lia- 
bility” shall include amounts accumulated 
for owned airframes and aircraft. engines in 
account 1629 Flight Equipment Airworthiness 
Reserves and amounts accumulated for leased 
airframes and aircraft engimes in accounts 
2190 Other Current Liabilities and 2290 
Other Noncurrent Liabilities. 

(m) Totals for owned operating equipment 
shall agree with property and equipment ac- 
counts 1601 Airframes; 1611 Reserve for 
Depreciation-Airframes; 1602 Aircraft En- 
gines; 1612 Reserve for Depreciation-Aircraft 
Engines; and 1629 Flight Equipment Air- 
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worthiness Reserves. The airworthiness lia- 
bilities for rented equipment included in ac- 
counts 2190 Other Current Liabilities and 
2290 Other Noncurrent Liabilities shall be 
shown in column 14, 


2. Amend section 33 by revising the in- 
structions for achedule B-43 to read as 
follows: 


ScHeputz B-43—INnvENTORY OF AIRFRAMES 
AND AIRCRAFT ENGINES 


(a) This schedule shall be filed by each 
supplemental air carrier. 

(b) The indicated data shall be reported 
for each individual airframe, identified by 
type, model, and design of cabin as to use 
for passengers exclusively, cargo exclusively, 
or both passengers and cargo in combination. 
Data pertaining to aircraft engines shall be 
reported on a group basis by type of engine 
and by type of aircraft to which related. 

(c) Data in this schedule yo be grouped 


engines. Data pertaining to nonoperating air- 
frames and aircraft engines shall be reported 
in a group below the data for operating 
equipment. 

(a) The data to be reported shall include 
owned and rented airframes and aircraft en- 
gines currently in operation or in conversion. 
Data pertaining to rented airframes and air- 
craft shall be listed in columns 1 
through 7 and in column 14; the cost of im- 
provements thereto shall be listed in columns 
8 through 13. 

(e) Column 8, “Cost” shall agree in totals 
for owned and operating airframes and air- 
craft engines, respectively, with correspond- 
ing amounts reflected in accounts 1601 and 
1602 in column 7 of schedule B-5 as at De- 
cember 31 of the reporting year. 

(f) Column 9, “Reserve for Depreciation” 
shall include the accumulations of all pro- 
visions for losses due to use and obsolescence 
as recorded in balance sheet accounts 1611 
Reserve for Depreciation-Airframes and 1612 
Reserve for Depreciation-Aircraft Engines. 

(g) Column 10, “Depreciated Cost” shall 
reflect Cost (col. 8) less Reserve for Depre- 
ciation (col. 9). 

(h) Column 11, “Estimated Residual 
Value” shall reflect in dollars the residual 
value assigned to airframes and aircraft en- 
gines respectively, exclusive of any amount 
reported in columns 12 and 14, respectively. 

(i) Column 12, “Overhaul Value Not De- 
preciable” shall reflect the overhaul value ex- 
cluded from computations of airframe and 
aircraft engine depreciation, 

(j) Column 13, “Estimated Depreciable 
Life (Months)” shall reflect the estimated 
depreciable life of each airframe and each 
group of aircraft engines. 

(k) Column 14, “Flight Equipment Air- 
worthiness Reserves or Maintenance Liabil- 
ity” shall include amounts accumulated for 
owned airframes and aircraft enginés in ac- 
count 1629 Flight Equipment Airworthiness 
Reserves and amounts accumulated for leased 
airframes and aircraft engines in accounts 
2190 Other Current Liabilities and 2290 Other 
Noncurrent Liabilities. 

(1) Totals for owned operating equipment 
shall agree with property and equipment ac- 
counts 1601 Airframes; 1611 Reserve for De- 
preciation-Airframes; 1602 Aircraft Engines; 
1612 Reserve for Depreciation-Aircraft En- 
gines; and 1629 Flight Equipment Airworthi- 
ness Reserves. The airworthiness liabilities 
for rented equipment included in accounts 
2190 Other Current Liabilities and 2290 Other 
Noncurrent Liabilities shall be shown in 
column 14. 


3. Revise schedule B-43—Inventory of 


Airframes and Aircraft Engines of CAB 
Form 41 by redesignating present col- 
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umns (12) and (13) as (13) and (14), 

respectively, and adding new column (12) 

entitled “Overhaul Value not Depreci- 

able”, as shown in the exhibit attached 

hereto and incorporated herein.’ 

[F.R. Doc. 67-15054; Filed, Dec. 27, 1967; 
8:49 a.m.] 


FEDERAL COMMUNICATIONS 
COMMISSION 


{ 47 CFR Part 211 
[Docket No. 17935; FCC 67-1375] 


DOMESTIC PUBLIC POINT-TO-POINT 
MICROWAVE RADIO SERVICES 


Increase of Maximum Radio Channel 
Bandwidth 


In the matter of amendment of Part 
21 of the Commission’s rules to increase 
the maximum radio channel bandwidth - 
to 3.5 MHz in the 2110-2200 MHz fre- 
quency band, Docket No. 17935, RM-— 
1188. 

1. Notice is hereby given of proposed 
rule making in the above-entitled matter. 

2. The Commission has before it a 
joint petition filed July 25, 1967, by the 
United Telephone Company of 
United Telephone of Kansas, Inc., and 
United Telephone Company of Missouri 


to ament § 21.703(g) of its rules and 


regulations to increase the maximum 
radio channel bandwidth authorized in 
the 2110-2200 MHz frequency band al- 
locations for the Domestic Public Point- 
To-Point Microwave Radio Services 
from 0.8 MHz to 3.5 MHz. 

3. In support of their position, the 
petitioners state that little use is pres- 
ently being made of frequencies in the 
2110-2200 MHz band largely because the 
voice channel capacity that can be de- 
rived within a bandwidth of 0.8 MHz is 
not adequate to meet most initial light 
density common carrier route require- 
ments and falls far short of most 10-year 
traffic projections. Consequently, com- 
mon carriers are bypassing the 2110-2200 
MHz band and using the higher, more 
congested, microwave bands for their 
light density routes.* The petitioners 
also note that the higher microwave 
bands are intended for high density 
broadband systems and not for light 
density systems. 

4. The petitioners would alleviate this 
situation by increasing the maximum 
bandwidth authorized in the 2110-2200 
MHz band to 3.5 MHz. Engineering stud- 
ies accompanying the petition indicate 
that the 3.5 MHz bandwidth could ac- 
commodate a basic 132 medium perform- 
ance voice channel or a maximum 
of 252 channels for a short haul medium 


1 Filed as part of the original document. 
* Petitioners appear to consider. light den- 
sity routes as those’ with an ultimate re- 
quirement of approximately 200 voice chan- 
nels and point out that the light density 


requirement anticipated by the Commis- 
sion when it assigned the current 0.8 MHz 
(800 kc) allowable bandwidth has not 
developed. 
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performance system whereas the 0.8 MHz 
bandwidth limits the practical capacity 
of a system to 24 voice channels.* The 
petitioners further state that radio mul- 
tiplexing equipment presently available 
can economically provide for this in- 
crease in voice channels. The petitioners 
contend that this increase in bandwidth 
would bring about a more efficient use 
of spectrum space in that it would re- 
sult in greater utilization of frequencies 
in the 2110-2200 MHz band which at 
present are relatively unused ‘ and would 
reduce the demand for frequencies in the 
higher microwave bands for systems 
which do not require broadband capa- 
bility. 

5. Comments on the rule making pe- 
tition were received by the Commission 
from United Telephone Company of the 
Northwest, Farinon Electric, Carolina 
Telephone and Telegraph Co., and G.T. 
& E. Service Corp.’ The comments were 
in general agreement with the petition 
and all favored the proposed amendment 
to increase the allowable radio channel 
bandwidth to 3.5 MHz in the 2110-2200 
MHz band. 

6. The Commission has become in- 
creasingly aware of the relative lack of 
use of the 2110-2200 MHz band. The 
Commission is also concerned that light 
density systems requiring radio, in most 
circumstances, have no recourse other 
than to use the higher microwave bands 
(4, 6, and 11 GHz) which are intended 
primarily for systems with wideband re- 
quirements. Continued expansion of fa- 
cilities in the higher bands by the com- 
mon carriers, coupled by the sharing of 
the four and six GHz bands with satel- 
lite communications, has resulted in a 
scarcity of available frequencies in these 
latter bands. It would appear that the 
recommended inducement to the com- 
mon carriers to use the 2110-2200 MHz 
band would help to alleviate this prob- 
lem as well as stimulate interest in the 
band. . 

7. Therefore, a proposed amendment 
to § 21.703(g) of the Commission’s rules 
to increase the maximum bandwidth au- 
thorized to 3.5 MHz in the 2110-2200 
MHz band is offered for comment. In ad- 
dition, the Commission proposes an 
amendment to Note 3 under § 21.701 of 
its rules to reflect a maximum radio 
channel bandwidth of 3.5 MHz in the 
2110-2200 MHz band (thus conforming 


?%The engineering studies were based on 
the Commission’s standards pertaining to 
necessary bandwidth contained in Part 2 of 
its rules and recommendations of the Inter- 
national Radio Consultive Committee and 
the International Telegraph and Telephone 
Consultive Committee. 

*A November count of the FOC Frequency 
List registration cards shows only 265 com- 
mon carrier frequency assignments in this 
band. 

5The comments submitted by G.T. & E. 
Service Corp. were not timely filed but have 
been considered. 


PROPOSED RULE MAKING 


it with the proposed amendment of 
§ 21.701) and to remove certain other 
restrictions which appear to impede use 
of the band. 

8. The proposed amendments to the 
Commission’s rules are set forth below. 

9. Authority for the proposed amend- 
ment is contained in sections 44) and 
303 of the Communications Act of 1934, 
as amended. 

10. Pursuant to applicable procedures 
set forth in § 1.415 of the Commission’s 
rules, interested persons may file com- 
ments on or before January 19, 1968>and 
reply comments on or before January 29, 
1968. All relevant and timely comments 
and reply comments will be considered 
by the Commission before final action is 
taken in this proceeding. In reaching its 
decision, the Commission may also take 
into account other relevant information 
before it, in addition to the specific com- 
ments invited by this notice. 

11. In aceordance with the provisions 
of § 1.419 of the Commission’s rules and 
regulations, an original and 14 copies 
of all statements, briefs, and com- 
ments filed should be furnished the 
Commission. 


Adopted: December 20, 1967. 
Released: December 21, 1967. 


FEDERAL COMMUNICATIONS 
Commission,° 
BEN F. WAPLE, 
Secretary. 


Part 21 of the Commission’s rules is 
proposed to be amended as follows: 

1. Note 3 under § 21.701(a) is amended 
as follows: 


[SEAL] 


§ 21.701 Frequencies. 
(a) * ¢ 


* Television transmission in this band is 
not authorized and radio frequency channel 
widths shall not exceed 3.5 MHz. 

* * * * * 


2. Section 21.703(g) is amended to 
read as follows: _ 
§ 21.703 Bandwidth and emission lim- 
itations. 
* * om e . 


(g) The maximum bandwidth author- 
ized in this service in the following fre- 
quency bands shall not exceed the limits 
set forth below: 


Authorized 
bandwidth (MHz) 
3.5 


* Commissioner Cox concurring and issuing 
a statement filed as part of the original docu- 
ment and Commissioner Johnson concurring 
in the result. 


Fri 
band (MHz) 


Authorized 
bandwidth (MHz) 


[F.R. Doc. 67-15064; Filed, Dec. 27, 1967; 
8:50 a.m.] 


{47 CFR Part 731 
[Docket No. 17878; RM-320] 


STANDARD BROADCAST STATIONS 
OPERATED BY REMOTE CONTROL 


Order Extending Time for Filing 
Comments and Reply Comments 


In the matter of amendment of Part 73 
of the Commission rules and regulations 
to permit standard broadcast stations 
operated by remote control to transmit 
telemetry signals directly related to the 
technical” operation of the broadcast 
station, Docket No. 17873, RM-320. 

1. On November 15, 1967, the Commis- 
sion adopted a notice of proposed rule 
making, which looked toward the amend- 
ment of Part 73 of the rules to permit the 
licensee of a standard broadcast station 
to transmit low-frequency tones on the 
broadcast carrier for the purpose of con- 
veying, to a remote control point, infor- 
mation as to the functioning of the trans- 
mitter plant. December 26, 1967, was set 
as the deadline for receiving comments in 
this proceeding, and January 5, 1968, for 
receiving reply comments. 

2. On December 15, 1967, WGN Conti- 
nental Broadcasting Co., licensee of 
WGN, Chicago, Ill, filed a petition for 
extension of time for filing comments. 
In its petition, WGN notes that we have 
requested information in several impor- 
tant areas, and in view of the complexity 
and importance of the matters involved, 
it requests additional time for the study 
of the proposed amendment by its 
engineers. 

3. We are of the view that the 30-day 
extension requested by WGN is reason- 
able, and that a grant of its petition 
would be in the public interest. 


4. Accordingly, it is ordered, That the 


1967, to January 25, 1968, and the time 
for filing reply comments is extended 
from January 5, 1968, to February 5, 1968. 

5. This action is taken pursuant to au- 
thority found in sections 4(i), 5(d) (1), 
and 303(r) of the Communications Act of 
1934, as amended, and § 0.281(d) (8) of 
the Commission’s rules. 


Adopted: December 19, 1967. 
Released: December 21, 1967. 
FEDERAL COMMUNICATIONS 


(SEAL] 


[F.R. Doc. 67-15020; Filed, Dec. 27, 1967; 
8:46 a.m.] 
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INTERSTATE COMMERCE 
COMMISSION 


[49 CFR Part 1048 ] 
[No. MC-C-1 (Sub-No. 3) ] 


ST. LOUIS, MO.-EAST ST. LOUIS, ILL. 
COMMERCIAL ZONE 


Redefinition of Limits 


DECEMBER 22, 1967. 


Redefinition of the limits of the St. 
Louis, Mo.-East St. Louis, Ill., commer- 
cial zone heretofore defined in MC-C-1 
(Sub-No. 2), St. Louis, Mo.-East St. 
Louis, Ill., commercial zone 105 M.C.C, 
193 at page 197. 

Petitioner: ACME FAST FREIGHT, 
INC., Petitioner’s representative: G. M. 
Rebman, 314 North Broadway, St. Louis, 
Mo. By petition filed August 7, 1967, 
Acme Fast Freight, Inc., requests the 
Commission to reopen the above proceed- 
ing for the purpose of redefining the 
limits of the St. Louis, Mo.-East St. 
Louis, Ill., commercial zone which were 
most recently defined on June 6, 1967, in 


PROPOSED RULE MAKING 


St. Louis, Mo.-East St. Louis, Ill., com- 
mercial zone, 105 M.C.C, 193 at pages 197 
and 198 (49 CFR 1048.3) so as to include 
therein the Valley a. Railroad 
Yards at Centerville, Il 

AS a defined, the St. Louis, 
Mo.-East St. Louis. , commercial zone 
includes, in part, " the municipality of 
East St. Louis, Ill., which is bounded on 
the west, in part, by 21st Street. Peti- 
tioner requests the Commission to in- 
clude within the zone an area bounded 
by a line as follows: Beginning at the 
intersection of Baker Avenue and 26th 
Street (the corporate limit of East St. 
Louis, Ill.), southwesterly along Baker 
Avenue to its junction with Owen Street, 
thence southwesterly along Owen Street 
to.its junction with Church Road, thence 
southeasterly along Church Road to its 
junction with Illinois Avenue, thence 
southwesterly along Illinois Avenue to 


‘the southwesterly side of the right-of- 


way of the Illinois-Central Railroad Co., 
thence along the southwesterly side of 
the right-of-way of the Ilinois-Central 
Railroad Co. to the corporate limits of 
East St. Louis, Ill., thence along the cor- 
porate limits of East St. Louis, Ill., to the 
point of beginning. 


20883 


No oral hearing is contemplated at this 
time, but anyone wishing to make repre- 
sentations in favor of, or against, the 
above-proposed revision of the limits of 
the St. Louis, Mo.-East St. Louis, I1., 
commercial zone, may do so by the sub- 
mission of written data, views, or argu- 
ments. An original and 11 copies of such 
data, views, or arguments shall be filed 
with the Commission on or before Janu- 


ary 31, 1968. Each such statement should 
include a statement of position with re- 
spect to the proposed revision, and a 
copy thereof should be served upon peti- 
tioner’s representative. 

Notice to the general public of the mat- 
ter herein under consideration will be 
given by depositing a copy of this notice 
in the Office of the Secretary of the 
Commission for public inspection and by 
filing a copy thereof with the Director, 
Office of the Federal Register. 


By the Commission. 
[Sear] H. Neri Garson, 
Secretary. 


[F.R. Doc. 67-15038; Filed, Dec. 27, 1967; 
8:48 a.m.] 
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DEPARTMENT OF THE TREASURY 


Office of the Secretary 
[Dept. Order 211] 


EXECUTIVE ASSIGNMENT BOARD 
Establishment 


By virtue of the authority vested in me 
as Secretary of the Treasury, including 
the authority in Reorganization Plan No. 
26 of 1950, and in order to carry out the 
objectives of Executive Order 11315 es- 
tablishing an Executive Assignment Sys- 
tem, I hereby establish and authorize in 
the Treasury (1) an Executive Assign- 
ment Board, (2) an Executive Assign- 
ment Committee of that board, and (3) 
auxiliary boards, panels, and committees 
as provided in section 3 hereof. All of 
these units shall function in accord with 
regulations of the Civil Service Commis- 
sion and of the Treasury Department, as 
approved in Civil Service Commission 
letter of December 5, 1967. 

Section 1. The Executive Assignment 
Board. A. The permanent composition of 
the Executive Assignment Board is as 
follows: 


Under Secretary ofthe Chairman. 


Treasury. 
Under Secretary for 
Monetary Affairs. 


Alternate Chairman. 


Member. 
Members. 
Member. 


Assistant Secretaries__ 
Commissioner of In- 

ternal Revenue. 
Member. 


Member. 


retary. 

Assistant Secretary for Member. 
Administration. 

Director of Personnel. Executive Secretary. 


The Office of the Director of Personnel 
will provide administrative support to 
the Board. Action may be taken for the 
Board between meetings as provided in 
the bylaws by the Chairman (or Alter- 
nate Chairman), the member whose 
jurisdiction is involved, the Assistant 
Secretary for Administration, and the 
Director of Personnel. 

B. The Board shall have the follow- 
ing, functions: 

(a) Approval of significant executive 
manpower policy planning, of staffing 
and utilization of executives, and of fill- 
ing specific positions either in the Bu- 
reaus or the Office of the Secretary, as 
deemed necessary by the Under Secre- 
tary or as required. 

(b) Approval of Executive Assignment 
Committee recommendations or review 
of actions, as deemed necessary by the 
Under Secretary, or as required. 

(c) Approval of other matters relat- 
ing to the Executive Assignment System 
as requested by the Under Secretary, or 
as required. 

(d) Performance of the function of 
outside search for executive talent placed 
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upon an Executive Assignment Board by 
Subchapter 3 of Chapter 305 of the Fed- 
eral Personne] Manual, to the extent and 
in the manner authorized by the Civil 
Service Commission. 


The Executive Assignment Board will 
develop its bylaws and begin operations 
immediately. It is desirable that some of 
the functions of the Board evolve grad- 
ually and after careful study. There- 
fore, the full functions of the Board will 
be activated in stages, as the Board 
deems appropriate. 

Sec. 2. The Executive Assignment 
Committee. A. The permanent composi- 
tion of the Executive Assignment Com- 
mittee is as follows: 

Under Secretary of the Treasury_ 

Assistant, Secretary for Admin- 
istration 

Director of Personnel 


Ad hoc members shall be other members 
of the Board, Bureau Heads, or members 
of Bureau Boards and Panels. Associate 
Members shall be Staff Representatives 
in the Office of the Assistant Secretary 
for Administration and of Staffs in the 
Bureaus who will provide administrative 
support. 

B. The Committee shall have the fol- 
lowing functions: 

(a) Executive manpower-manage- 
ment p , Staffing, and utilization 
in the Office of. the Secretary and review 
of Bureau recommendations on these 
matters and on the staffing and filling of 
specific positions. 

(b) Assessment of Office of the Secre- 
tary and Treasury Department long 
range executive manpower needs. 

(c) Early identification of potential 
executive vacancies. 

(d) Analysis of Office of the Secretary 
and Bureau executive manpower re- 


Chairman. 


sources. 
; (e) Analysis of organizational struc- 
ure. 

(f) Review of Bureau recommenda- 
tions for Outside Search. 

(g) Approval of all other Executive 
Assignment System matters except in 
cases where Executive Assignment Board 
action is deemed necessary by the Under 
Secretary, or as required. 

Sec. 3. Establishment of auviliary 
boards, panels, and committees. The 
Executive Assignment Committee may 
establish auxiliary boards and subcom- 
mittees. Heads of Bureaus and Offices 
may establish, with the approval of the 
Assistant Secretary for Administration 
or the Director of Personnel, such aux- 
iliary boards, panels, and committees or 
subcommittees as may ‘be necessary to 
effectuate the Executive Assignment 
System. 


Dated: December 21, 1967. 
[SEAL] Henry H. Fowler, 
Secretary of the Treasury. 


[F.R. Doc. 67-15066; Filed, Dec. 27, 1967; 
8:50 a.m.] 


DEPARTMENT OF THE INTERIOR 


Bureau of Land Management 


OUTER CONTINENTAL SHELF OFF 
CALIFORNIA 


Oil and Gas Lease Sale 


Pursuant to section 8 of the Outer 
Continental Shelf Lands Act (67 Stat. 
462, 468; 43 U.S.C. sec. 1337) and the 
regulations issued thereunder (43 CFR 
Part 3380) sealed bids addressed to the 
Manager, Pacific Coast Outer Continen- 
tal Shelf Office, Bureau of Land Manage- 
ment, 300 North Los Angeles Street, 
Room 7749, Los Angeles, Calif. 90012, 
will be received until 9:30 a.m., P.s.t., on 
February 6, 1968, for the lease of oil and 
gas in certain areas of the Outer Con- 
tinental Shelf, adjacent to the State of 
California. Bids will be opened at 10 
a.m., P.s.t., on February 6, 1968, in the 
Renaissance Room of the Biltmore Hotel, 
515 South Olive Street, Los Angeles, 
Calif. 

On that day bids may be delivered in 
person to the Manager, Pacific Coast 
Outer Continental Shelf Office, Bureau 
of Land Management, at the Renaissance 
Room, Biltmore Hotel between 8:30 a.m., 
and 9:30 a.m., P.s.t. No bids received by 
mail or in person after 9:30 a.m., P.s.t., 
will be accepted. 

All bids must be submitted in accord- 
ance with applicable regulations, partic- 
ularly 43 CFR 3382.1, 3382.3, and 3382.4. 
Each bidder must submit the certifica- 
tion required by 41 CFR 60-1.6(b) and 
Executive Order No. 11246 of Septem- 
ber 24, 1965, on Form 1140-1, November 
1966. Bids may not be modified or with- 
drawn unless written modifications or 
withdrawals are received prior to the end 
of the period fixed for the filing of bids. 
Bidders are warned against violation of 
section 1860 of Title 18 U.S.C., prohib- 
iting unlawful combination or intimida- 
tion of bidders. Attention is directed to 
the nondiscrimination clauses in section 
2(k) of the lease agreement (Form 
3380-1, February 1966). Bidders must 
submit with each bid one-fifth of the 
amount bid, in cash or by cashier’s check, 
bank draft, certified check, or money 
order, payable to the order of the Bureau 
of Land Management. The leases will 
provide for a royalty rate of one-sixth, 
and a yearly rental or minimum royalty 
of $3 per acre or fraction thereof. The 
successful bidder will be required to pay 
the remainder of the bid and the first 
year’s rental of $3 per acre or fraction 
thereof and furnish an acceptable surety 
bond as required in 43 CFR 3384.1 prior 
to the issuance of each lease. 

Bids will be considered on the basis of 
the highest cash bonus offered for a 
tract, but no total bid amounting to less 
than $15 per acre or fraction thereof will 
be considered. The U.S. Government re- 
serves the right to reject any and all bids 
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even though the bid may exceed the 
minimum referred to previously. Oil pay- 
ments, overriding royalty, logarithmic, Description Acre- 
or sliding scale bids will not be con- . 
sidered. No bid for less than a full tract, 
as listed below, will be considered. 
A separate bid, in a separate, sealed 
envelope, must be submitted for each 
tract. The envelope should be endorsed 
“Sealed bid for oil and gas lease, Cali- 
fornia (insert number of tract) not to be 
opened until 10 a.m., P.s.t., February 6, 
1968.” 
The tracts offered for bids are shown 
on Official leasing maps designated Map 
Nos. 6A and 6B, Channel Islands Area, 
approved August 8, 1966, revised July 24, 
1967, and are described as: 


Cativornia 
Official Leasing Map, Channel Islands Area Map No. 6A 


Description Acre- 
; age 


All those portions | 4,205 
lying seaward of 
a line 3 geo- 


-| All 
octets, 5 Sears 


Ww lying seaward of 
coastline of a line 3 


is defined in the distan 


Submerged 
Lands Act of 
1953). 


All those portions | 5,670 
lying seawerd of 
line 3 


. CALIFORNIA 
Official Leasing Map, Channel Islands Area Map No. 6 


PAP AAP LAPS AASLY 
Ssessssez228" 
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As stated on the official leasing maps, the 
3-mile line shown thereon is approximate 
only and does not necessarily delineate 
such a line in its true horizontal position. 
In the event of a conflict between the of- 
ficial leasing maps and the written de- 
scription, the written description shall 
prevail. The official leasing maps Nos. 6A 
and 6B, Channel Islands Area, can be 
purchased for 1 dollar each. The maps, 
copies of the lease form (Form 3380-1, 
February 1966) as well as the Compliance 
Report Certification Form (Form 1140-1, 
November 1966) may be obtained from 
the above listed manager, or the Manag- 
er, Eastern States Land Office, 7981 East- 
ern Avenue, Silver Spring, Md. 20910. 

All leases issued pursuant to this offer 
will be subject to the special conditions 
of Geological Survey Supervisory Order 
No. 9, which provides that platforms will 
be of sufficient size to accommodate 20 
or more wells and that platforms will be 
of acceptable design, properly camou- 
fiaged, and subject to such other condi- 
tions as may be prescribed to protect aes- 
thetic values. Operations under such 
leases will also be subject to provisions 
for the protection of fishing operations 
and aquatic values. 

Leases which may be issued for Tracts 
Cal. 313, 314, 316, 317, 318, 319, 320, 321, 
328, 329, 341, and 342 will be subject to 
the following stipulation: ‘The lessee, 
recognizing that mineral explorations 
and exploitation and recovery operations 
on the leased areas of tide and submerged 
lands can impede tactical military oper- 
ations, hereby recognizes and agrees that 
the United States reserves and has the 
right to temporarily suspend operations 
of the lessee under this lease in the inter- 
ests of national security requirements. 
Such temporary suspension of operations, 
including the evacuation of personnel, 
will come into effect upon the order of the 
Air Force Western Test Range Safety Of- 
ficer, or higher authority, that national 
security interests necessitates such ac- 
tion. It is understood that any temporary 
suspension of operations ordered by said 
official may not exceed 72 hours, how- 
ever, any suspension may be extended by 
order of the Secretary of Defense. During 
such periods equipment may remain in 
place.” 

Leases which may be issued for me 
tracts enumerated in the preceding 
agraph and for tracts Cal. 300, 301, 302, 
303, 304, 305, 306, 308, 309, 310, 311, 312, 
315, 325, 326, 327, 337, 338, 339, and 340 
will be subject to the following stipula- 
tion: “The lessee assumes all risk of dam- 
age or injury to any person or persons 
who are the agents, employees, or invit- 
ees of the lessee, its agents, subcontrac- 
tors or any independent contractor doing 
business with the lessee in connection 
with any activities being performed by 
the lessee on the leased premises, and of 
any damage to any property of the lessee, 
its agents, employees, invitees, subcon- 
tractors or independent contractors doing 
business with the lessee and which occurs 
on the leased premises, and which injury 
to such person or property occurs by rea- 
son of the activities of any agency of the 
U.S. Government being conducted as a 
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part of or in connection with the pro- 
grams and activities of the Air Force 
Western Test Range, whether such in- 
jury or damage is caused in whole or in 
part by any act or omission, regardless 
of negligence or fault, of the United 
States or its contractors, or any of their 
officers, agents or employees, and wheth- 
er or not based upon any concept of strict 
or absolute liability or otherwise; and 
the lessee agrees to indemnify and save 
harmless the United States against, and 
to defend at its own expense, all such 
claims for loss, damage, or injury sus- 
tained by the lessee, its agents, employ- 
ees, invitees, subcontractors, or any in- 
dependent contractors doing business 
with the lessee in connection with its ac- 


tivities on the leased premises, or their 
agents or employees, which such claims 
may arise by reason of injury or damage 
occurring in connection with the pro- 
grams and activities of the said Air Force 
Western Test Range, whether the same 
be caused in whole or in part, by the neg- 
ligence or fault of the United States or 
its contractors or any of their officers, 
agents, and employees, or based upon any 
concept of strict liability or otherwise.” 
Bidders are requested to submit their 
bids in the following form: 
Manager, Bureau Land a ; 
Saenrtingmn of che Interior, ems con 


Angeles Street, Room 7749, Los Angeles, 
Calif. 90012, 


Om anp Gas Br ; 
. The following bid is submitted for an oil and gas lease on land of the Outer Continental 


Shelf specified below: 


Amount Submitted 
With Bid 


Important. The bid must be accompanied by one-fifth of the total amount bid. 
This amount may be in cash, money order, cashier’s check, certified check, or 


bank draft. 


Approved: December 20, 1967. 


Stewart L. UDALL 
Secretary of ‘the Interior. 


Joun O. Crow, 
Acting Director, Bureau of Land Management. 


[F.R. Doc. 67-14966; Filed, Dec. 27, 1967; 8:45 a.m.] 


[Serial No. N-1239] 
NEVADA 
Notice of Public Sale 


DeceMBER 20, 1967. 


Pursuant to the Act of September 19, 
1964 (78 Stat. 988; 43 U.S.C. 1421-27) 


and 43 CFR Subpart 2243, there will be 
offered to the highest bidder, but at not 
less than the appraised value, at a public 
sale to be held at 9:30 a.m., local time, on 
February 6, 1968, at the Las Vegas Con- 
vention Center, Room 14, 350 South 
Paradise aa Las Vegas, Nev., tne fol- 
lowing tracts of land: 


Mount D1ABLO MERIDIAN, NEVADA 
(T. 19 8., R. 60 E., sec. 32; 105 tracts) 
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Mount DiaB_o MERIDIAN, NEvaDa—Continued 
(T. 19 S., R. 60 E., sec. 32; 106 tracts) 
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All tracts contain 2.50 acres. 

No bid will be accepted for less than 
the appraised value. Cost of publication, 
if any, will be assessed proportionately 
among the successful bidders on the first 
20 tracts sold. 

Sealed or oral bids may be made by the 
principal or his agent. Bids for a parcel 
must be for all the lands in the parcel. 
Sealed bids will be considered only if 
received at the Las Vegas District Office, 
1859 North Decatur Boulevard, Las 
Vegas, Nev. 89108, prior to 3 p.m., on 
February 5, 1968. Sealed bids must be in 
envelopes accompanied by certified 
checks, post office money orders, bank 
drafts, or cashier’s checks, made payable 
to the Bureau of Land M ement for 
the amount bid. The envelopes must be 
marked in the lower left-hand corner 
“Public Sale Bid, February 6, 1968, 


/ 


i 
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9:30 a.m., Tract No. .___- 
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.”. Successful 


successful oral bidders. The right is re- 
served at any time to determine that the 
lands should not be sold or that any and 
all bids should be rejected. 

The lands will be sold subject to a 
reservation to the United States of 
rights-of-way for ditches and canals 
under the Act of August 30, 1890 (26 
Stat. 391; 43 U.S.C. sec. 945) ; subject to 
existing rights-of-way; and subject to 
the access and utilities rights-of-way 
listed above. All minerals will be reserved 
to the United States, and withdrawn 
from appropriation under the public land 
laws. - 
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Tracts remaining unsold at the Feb- 
ruary 6, 1968, auction, will, be reoffered 
at 9 a.m., on the first Wednesday of the 
following month, and subsequent months, 
at the Las Vegas District Office, 1859 
North Decatur Boulevard, Las Vegas, 
Nev., until either all tracts are sold or 
the sale is terminated. 

For further information write: Nevada 
Land Office, Bureau of Land Manage- 
ment, Room 3008, Federal Building, 300 
Booth Street, Reno, Nev. 89502. 


Rouia E. CHANDLER, 
Chief, Division of Lands and 
Minerals, Program Manage- 
ment and Land Office. 


[F.R. Doc. 67-15011; Filed, Dec. 27, 1967; 
8:45 a.m.] 


[C-2649] 
COLORADO 


Notice of Termination of Classification 
of Lands 


DECEMBER 18, 1967. 


Notice of classification of lands, Serial 
No. C—2649, published as F.R. Doc. No. 
67-14375, at page 17627 of the issue for 
Saturday, December 9, 1967, is hereby 
canceled so far as it affects the herein- 
after described lands. The segregative 
effect thereof will terminate upon publi- 
cation of this notice in the Feprerat Rec- 
ISTER as provided by the regulations in 
43 CFR 2411.2e(3) (ii): 

SrxtwH Principat MERIDIAN, COLORADO 
EAGLE COUNTY 


T.45S., R. 87 W., 
Secs. 2, 11, and 14. 
J. ELLIOTT HALL, 
Acting State Director. 


[F.R. Doc. 67-15009; Filed, Dec. 27, 1967; 
8:46 a.m.] 


[Serial No. I-1557] 
IDAHO 


Order Providing for Opening of 
Public Land 


DECEMBER 20, 1967. 


1. In an exchange of land made under 
the provisions of section 8 of the Act of 
June 28, 1934 (48 Stat. 1272, as amended, 
43 U.S.C. 315g), the following land has 
been reconveyed to the United States: 


BotrsE MERIDIAN, IDAHO 


T.9S.,R.18E., 
Sec. 16, NEYNE\. 


The area described aggregates 40 acres. 

2. The land is located in Jerome 
County approximately 12 miles southeast 
of Jerome, Idaho. The surface is rough 
and rocky with poor soil. Plant cover 
consists of cheatgrass and sagebrush. 
There is no public access to the land. No 
potential for agricultural use. 

3. Subject to valid existing rights, the 
provisions of existing withdrawals and 
the requirements of applicable law, the 
land is hereby open to application, peti- 
tion, location, and selection. All valid 
applications received at or prior to Jan- 
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uary 24, 1968, shall be considered as 
simultaneously filed at that time. Those 
received thereafter shall be considered 
in the order of filing. 

4. The mineral rights in the land were 
not exchanged. Therefore, the mineral 
status of the land is not affected by this 
order. 

Inquiries concerning the lands should 
be addressed to the Manager, Land Office, 
Bureau of Land Management, Boise, 
Idaho. 

OrvaL G. HaDLey, 
Manager, Land Office. 
[P.R. Doc. 67-15060; Filed, Dec. 27, 1967; 
8:50 a.m.] 


[New Mexico 2738] 
NEW MEXICO 
Notice of Classification of Lands 


DECEMBER 20, 1967. 

Pursuant to section 2 of the Act of 
September 19, 1964 (43 U.S.C. 1412), the 
lands described below are hereby clas- 
sified for disposal through exchange 
under section 8 of the Act of June 28, 
1934 (48 Stat. 1272), as amended, for 
lands within Catron and Valencia Coun- 
ties, New Mexico, and are described as 
follows: 

New Mexico PRINCIPAL MERIDIAN 


a 4W., 
lot 3, SEYNW, and NEYSW%,; 


SE 
ots 2, 5, 6, 7, 8, E%, and SEYNW%; 
8, NEMNEY, and S(NE\. 


. > ots ‘ 2, 3, 4, 6, 7, EYSw, and 


, lots 1, 2, 3, “ita EYNWY%,, NE% 


Sec. 17, lots 8, 4, SW%NEY, S4YNWY, 
SW%, and W%SE\,; 

Sec. 18, lots 6, 7, 8, S4NEY%, SEYUNW%, 
EWSWi, and SEY; 

Sec. 1 

Sec. *. lot 1, W%NE%, SEYNE%, NW%, 
and 8%; 


Sec. 21,.lots 1, 2, 3,4,58%,N%, andNY%S\,; 

Sec. 28, WAEM, and Wh: 

Secs. 29 and 

Sec. 31, ons. < 7, 8, 9, 12, 18, 14, W1ZNEY, 
EYNWi, NEY%SWk, aay ene: 

Sec. 32, lots 1 to 6, inclusive; 

Sec. 33. 


The areas described aggregate 8,540.39 
acres. 


W. J. ANDERSON, 
State Director. 


[F.R. Doc. 67-15061; Filed, Dec. 27, 1967; 
8:50 a.m.] 


[New Mexico 3689] 
NEW MEXICO 
Notice of Proposed Classification 


DecemBer 20, 1967. 
Pursuant to section 2 of the Act of 
September 19, 1964 (43 U.S.C. 1412), 
notice is hereby given of a proposal to 
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classify the lands described below for dis- 
posal through exchange, under the Act of 
June 28, 1934 (48 Stat. 1269; 43 U.S.C. 
315g), as amended, for lands in Torrance 
and Valencia Counties, N. Mex. 

The District Advisory Board, local gov- 
ernmental officials and other interested 
parties have been notified of this appli- 
cation. Information derived from discus- 
sions and other sources indicate that 
these lands meet the criterion of 43 CFR 
2410.1-3(c) (4), which authorizes classifi- 
cation of lands “for exchange under 
appropriate authority where they are 
found to be chiefly valuable for public 
purposes because they have 
values, arising from the interest of ex- 
change proponents, for exchange for 
other lands which we need for the sup- 
port of a Federal program.” Information 
concerning the lands, including the rec- 
ord of public discussions, is available for 
inspection and study in the Land Office, 
Bureau of Land Management, U.S. Post 
Office and Federal Building, Santa Fe, 
N. Mex., and the Roswell District Office, 
1902 South Main, Roswell, N. Mex. 88201. 

For a period of 60 days from the date 
of this publication parties may 
submit comments to the district manager 
of the Roswell District Office. 

The lands affected by this proposal are 
located in Lea and Guadalupe Counties, 
and are described as follows: 

New Mexico PrRINcIPAL MERIDIAN 


T.5N.,R.16E., 

Sec. 5, lots 1, 2,3, 4,S144N%, and 8%; 

Sec. 8, N%, and SW; 

Sec. 9, NW; 

Sec. 11, WY%SE\%; 

Sec. 14, WEY; 

Sec. 18, lots 1, 2, 3,4,E%, and EXZW. 
T.6N., RR. 16E., 

Sec: 31, SEYZSW%; 

Sec. 35, E4NE\%. 
T. 25 S., R. 35 E., 

Sec. 24, S4%,SE%; 

Sec. 25, S%. 
T. 26 S., R. 36 E., 

Secs. 17 and 29;- 

Sec. 31, lot 4. 

The areas described aggregate 3,999.25 
acres. 

W. J; ANDERSON, 
State Director. 
{[F.R. Doc. 67-15062; Filed, Dec. 27, 1967; 
8:50 a.m.] 


ELKO DISTRICT OFFICE 

Change of Mailing Address 
Notice is hereby given that the mailing 
address of the Elko District Office, Bu- 
reau of Land Management, in Elko, Nev., 
is changed effective Monday, January 15, 
1968. The new mailing address will from 
that date forward be Bureau of Land 
Management, Elko District Office, 2002 
Idaho Street, Elko, Nev. 89801. The use 
of Post Office Box 592, Elko, Nev., is being 
discontinued and the last official mail 
collection from Post Office Box 592 will 

be at 10 a.m., on January 12, 1968, 


Dated: December 19, 1967 
J. Kent GIes, 
District Manager. 


[F.R. Doc. 67-15010; Filed, Dec. 27, 1967; 
8:46 a.m.] 


Fish and Wildlife Service 


SNAKE CREEK NATIONAL WILDLIFE 
REFUGE, N. DAK. 


Notice of Name Change to Audubon 
National Wildlife Refuge 
Notice is hereby given that the Snake 
Creek National Wildlife Refuge, estab- 
lished May 25, 1956, shall hereafter be 


known as the Audubon National Wildlife 
Refuge. 

This name change is in honor of John 
James Audubon, whose writing and 
painting did so much to create an inter- 
est in wildlife in the American people. 
Mr. Audubon visited this area in 1843 
while on one of his most important 
journeys. 


_ J.P. Linpuska, 
Acting Director, Bureau of 
Sport Fisheries and Wildlife. 
SEPTEMBER 4, 1967. 


IF.R. Doc. 67-15008; Filed, Dec. 27, 1967; 
8:46 am.] 


Office of the Secretary 
ELMER S. HALL 


Statement of Changes in Financial 
Interests 


In accordance with the requirements 
of section 710(b)(6) of the Defense 
Production Act of 1950, as amended, and 
Executive Order 10647 of November 28, 
1955, the following changes have taken 
place in my financial interests during the 
past 6 months: 


This statement is made as of Decem- 
ber 5, 1967. 


Dated: December 5, 1967. 


Exmer S. HALL. 


[F.R. Doc. 67-15012; Filed, Dec. 27, 1967; 
8:46 a.m.] 


ALVIN C. HOPE 


Statement of Changes in Financial 
Interests 


In accordance with the requirements of 
section 710(b) (6) of the Defense Pro- 
duction Act of 1950, as amended, and 
Executive Order 10647 of November 28, 
1955, the following changes have taken 
place in my financial interests during the 
past 6 montks: 

(1) None. 

(2) None: 

(3) None. 

(4) None. 


This statement is made as of November 
21, 1967. 


Dated: December 13, 1967. 


Atvin C. Hope. 


67-15013; Filed, Dec. 27, 1967; 
8:46 a.m.] 


[F-R. Doc, 
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WILLIAM R. REMALIA 
Statement of Changes in Financial 
Interests 


In accordance with the requirements of 
section 710(b) (6) of the Defense Pro- 
duction Act of 1950, as amended, and 
Executive Order 10647 of November 28, 
1955, the following changes have taken 
place in my financial interests during the 
past 6 months: 

(1) None. 

(2) None. 

(3) None, 

(4) None. 


This statement is made as of October 
15, 1967. 


Dated: December 5, 1967. 


Wiu.uMm R. REMALIA. 


[F.R. Doc. 67-15014; Filed, Dec, 27, 1967 
8:46 a.m.] 


DEPARTMENT OF AGRICULTURE 


Agricultural Stabilization and 
Conservation Service 


HAY ON DIVERTED ACREAGE IN 
DESIGNATED COUNTIES 


Notice of Authorization for Grazing 
and Harvesting 


Notice is hereby given that the Secre- 
tary of Agriculture has authorized the 
grazing or harvesting of hay, as indi- 
cated, on acreage designated as diverted 
from the production of crops under the 
Soil Bank Program (Part 750 of Chapter 
VII), the Cropland Adjustment Program 
(Part 751 of Chapter VII), the Cropland 
Conversion Program (Part 751 of Chap- 
ter VII), the Feed Grain Program (Part 
715 of Chapter VII) , and the Upland Cot- 
ton Program (Part 722 of Chapter VII), 
in the counties listed below. The grazing 
and harvesting of hay on the diverted 
acreage shall be subject to the terms and 
conditions in the regulations for each 
program and instructions issued with re- 
spect thereto, which are available in the 
county ASCS offices. The designated 
counties are as follows: 


TEXAS 
Oldham. 


Signed at Washington, D.C., on De- 
cember 21, 1967. 


Ray FITZGERALD, 
Deputy Administrator,~ State 
and County Operations, Agri- 
cultural Stabilization and 
Conservation Service. 


[F.R. Doc. 67-15050; Filed, Dec. 27, 1967; 
78:49 a.m.] 


Commodity Credit Corporation 


DONATING FEED TO NEEDY INDIAN 
LIVESTOCKMEN 


Notice of Declaration of Acute 
Distress Area 


Notice is hereby given that, pursuant 
to the provisions of section 407 of the 
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Agricultural Act of 1949, as amended (7 
U.S.C. 1427, 63 Stat. 1055), and Execu- 


such acute distress area. 
Location of reservation 


and grazing lands Indian tribe 


Ramah Navajo 
2 New Mexico.... Mescalero Apache 


Signed at Washington, D.C., on De- 
cember 21, 1967. 
Ray FIrzcERALp, 
Vice President, 
Commodity Credit Corporation. 


[F.R. Doc, 67-15051; Filed, Dec. 27, 1967; 
8:49 a.m.] 


Office of the Secretary 
GEORGIA AND NORTH CAROLINA 


Designation of Areas for Emergency 
Loans 


For the purpose of making emergency 
loans pursuant to section 321 of the Con- 
solidated Farmers Home Administration 
Act of 1961 (7 U.S.C. 1961), it has been 
determined that in the hereinafternamed 
counties in the States of Georgia and 
North Carolina natural disasters have 
caused a need for agricultural credit not 
readily available from commercial banks, 
cooperative lending agencies, or other 
responsible sources. 

GEORGIA 


Hancock. 
Jackson. 
Jefferson. 
McDuffie. 
Taliaferro. 
Warren. 
Washington. 


NorTtH CAROLINA 
Rockingham. 


Rowan. 
Stokes. 


Surry. 


Baldwin. 
Barrow. 


Bertie. 
Davie. 
Granville. 
Iredell. 
Lee. Yadkin. 

Pitt. Yancey. 

Pursuant to the authority set forth 
above, emergency loans will not be made 
in the above-named counties after 
June 30, 1968, except to applicants who 
previously received emergency or special 
livestock loan assistance and who can 
qualify under established policies and 
procedures. 

Done at Washington, D.C., this 21st 
day of December 1967. 

OrvILLE L. FREEMAN, 
Secretary. 


[F.R. Doc. 67-15052; Filed; Dec. 27, 1967; 
8:49 a.m.] 
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ATOMIC ENERGY COMMISSION 


[Docket No. 50-314] 
SAFE, INC. 


Notice of Receipt of Application for 
Facility License 


Notice is hereby given that SAFE, Inc., 
of Galveston, Tex., pursuant to section 
104.b of the Atomic Energy Act of 1954, 
as amended, has filed an application 
dated December 1, 1967, for the necessary 
licenses to authorize the on, re- 
fueling, reactor startup and sea-trial 
testing operations of the NS Savannah. 
SAFE, Inc., is jointly owned by First 
Atomic Ship Transport, Inc. (FAST), 
and Todd Shipyards Corp. (Todd). The 
refueling process will be carried. out. at 
the Todd Shipyard in Galveston, Tex. 

The NS Savannah has been operated 
since August 1965 by First Atomic Ship 
Transport, Inc. (FAST), under AEC 
Facility License No. NS-1. 

A copy of the application is available 
for public inspection at the Commission’s 
Public Document Room, 1717 H Street 
NW., Washington, D.C. 


Dated at Bethesda, Md., this 19th day 
of December 1967. 


For the Atomic Energy Commission. 
Pretrer A. Morris, 
Director, 
Division of Reactor Licensing: 


[P.R. Doc. 67-15002; Filed, Dec. 27, 1967; 
8:45 a.m.] 


CIVIL AERONAUTICS BOARD 


[Docket No. 19307] 


SUDFLUG, SUDDEUTSCHE FLUG- 
GESELLSCHAFT mbH 


Notice of Indefinite Postponement of 
Prehearing Conference 
At the request of counsel fer the appli- 
cant in this proceeding the Prehearing 
Conference scheduled for December 28, 
1967, at 10 a.m. is hereby indefinitely 
postponed. 


Dated at Washington, D.C., Decem- 
ber 21, 1967. 
CszaL] JosePH L. FITzMAvRIce, 

Hearing Examiner. 


[F.R. Doc. 67-15055; Filed, Dec. 27, 1967; 
8:49 a.m.] 


FEDERAL COMMUNICATIONS 
COMMISSION 


[Docket No. 15094; FCC 67M-2107] 


AMERICAN TELEPHONE AND TELE- 
GRAPH CO. AND WESTERN UNION 
TELEGRAPH CO. 


Order Continuing Hearing 


In the matter of American Telephone 
and Telegraph Co. and The Western 
Union Telegraph Co., charges and classi- 
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fications for private line telegraph and 
private line telephotograph services fur- 
nished to the press, Docket No. 15094. 

It is ordered, On the Hearing Ex- 
aminer’s own motion that a prehearing 
conference and hearing herein presently 
scheduled for the dates of January 4, 
1968 and February 5, 1968, respectively, 
are continued to the dates of January 18, 
1968, for the prehearing ao ae = 
February 20, 1968 for hearing, 
commence at 10 a.m., a aecuaionat the 
Commission at Washington, Dc. 


Issued: December 18, 1967. 
Released: December 20, 1967. 


FEDERAL COMMUNICATIONS 
CommMiIssION, 
Ben F. WApPLE, 
Secretary. 


[F.R. Doc. 67-15021; Filed, Dec. 27, 1967; 
8:46 am.] 


[sEaL] 


[Docket Nos. 17884, 17885; FCC 67M-2112] 


BERWICK BROADCASTING CORP. 
AND P.A.L. BROADCASTERS, INC. 


Order Scheduling Hearing 


In re applications of Berwick Broad- 
casting Corp., Berwick, Pa., Docket No. 
17884, File No. BPH-5812; P.A.L. Board- 
casters, Inc., Pittston, Pa., Docket No. 
17885, File No. BPH-5924; for construc- 
tion permits. 

It is ordered, That Jay A. Kyle shall 
serve as Presiding Officer in the ‘above- 
entitled proceeding; that the hearings 
therein shall be convened on March 12, 
1968; at 10 a.m.; and that a prehearing 
conference shall be held on January 8, 
1968, commencing at 9 a.m.: And, it is 
further ordered, That all proceedings 
shall take place in the offices of the Com- 
mission, Washington, D.C. 

Issued: December 15, 1967. 

Released: December 21, 1967. 

FEDERAL COMMUNICATIONS 

CommMiIssION, 

Ben F. WaAPLE, 
Secretary. 


[F.R. Doc. 67-15022; Filed, Dec. 27, 1967; 
8:46 a.m.) 


[SEAL] 


[Docket Nos. 17775, 17776; FCC 67M-2123] 


BIG BASIN RADIO AND BOONEVILLE 
’ BROADCASTING CORP. 


Memorandum and Order Continuing 
Procedural Dates Including Date of 
Hearing 


In re applications of Wheeler Mayo 
trading as Big Basin Radio, Sallisaw, 
Okla., Docket No. 17775, File No. BP- 
16915; Booneville Broadcasting Corp., 
Booneville, Ark., Docket No. 17776, File 
No. BP-16919; for construction permits. 

Under consideration is a motion to 
continue hearing filed by Booneville 
Broadeasting Co. on Deeember 4, 1967, 
an opposition to motion to continue 
hearing filed by Big Basin Radio on De- 
cember 13, 1967, and Broadeast Bureau’s 


FEDERAL REGISTER, 
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comments on motion for continuance 
filed December 12, 1967. 

The motion asks a 30-day extension 
of the procedural dates now scheduled, 
or, preferably, 30 days extension follow- 
ing action by the Review Board on cer- 
tain petitions filed by Booneville pending 
before the Review Board. 

On December 19, 1967, an informal 
conference was held to discuss the sub- 
ject pleadings. The action taken below 
conforms to agreements reached at that 
conference. 

It is ordered, That Big Basin Radio’s 
motion to continue hearing is granted 
in part, and denied in part: And it is 
further ordered, That the dates governing 
procedural steps to be taken in this 
proceeding are modified as follows: 

Preliminary exchange of direct case 
continued from December 15, 1967, to 
January 8, 1968. 

Final exchange of direct case con- 
tinued from January 4, 1968, to January 
22, 1968. 

Hearing continued from January 10, 
1968, to January 30, 1968. 


Issued: December 21, 1967. 
Released: December 21, 1967. 


FEDERAL COMMUNICATIONS 
CoMMISSION, 
Ben F. WAPLE, 
Secretary. 
[F.R. Doc. 67-15023; Filed, Dec. 27, 1967; 
8:47 a.m.} 


[SEAL] 


[Docket Nos. 17856, 17857; FCC 67M-2116] 


BLANCETT BROADCASTING CO. AND 
BRECKINRIDGE BROADCASTING CO. 


Order Continuing Prehearing 
Conference 


In re applications of J. C. ge 
trading as Blancett Broadcasting Co 
Hardinsburg, Ky., Docket No. 17856, 
File No. BPH-5815; Dr. O. C. Carter, 
Paul Fuqua, and Dr. Robert D. Ingram 
doing business as Breckinridge Broad- 
casting Co., Hardinsburg, Ky., Docket 
No. 17857, File No. BPH-5927; for con- 
struction permits. 

It is ordered, That the prehearing 
conference heretofore scheduled for 
December 28, 1967, in the above-entitled 
proceeding is hereby continued to Jan- 
uary 3, 1968, commencing at 9 a.m. 


Issued: December 20, 1967. 
Released: December 20, 1967. 
FEDERAL COMMUNICATIONS 
CommtissIon, 


Ben F. WAPLE, 
Secretary. 


67-15024; Filed, Dec. 27, 1967; 
8:47 a.m.] 


[SEAL] 


[F.R. Doc. 


[Docket No. 17861, POC 67M-2120] 
GENERAL ELECTRIC CABLEVISION 
CORP. 

Order Continuing Hearing 


In re petition by General Electric 
Cablevision Corp., Merced, Calif., for 
authority pursuant to § 74.1107 of the 


rules to operate a CATV system in the 

Fresno, Calif., television market (ARB 

ed Docket No. 17861, File No. CATV 
100-62. 


It is ordered, Pursuant to agreements 
reached at the prehearing conference 
held on December 20, 1967, that the 
evidentiary hi in the above-entitled 

proceeding now scheduled for January 
8, 1968, is continued to January 30, 1968, 
beginning at 10 a.m., in the offices of the 
Commission, Washington, DC. 


Issued: December 20, 1967. 
Released: December 21, 1967. 
FEDERAL COMMUNICATIONS 


[F.R. Doc. 67-15025; Filed, Dec. 27, 1967; 
8:47 a.m.] 


KCIL, INC., AND LA-TERR 
BROADCASTING CORP. 


Order Designating Applications for 
Consolidated Hearing on Stated 
Issues 


In re applications of: KCIL, Inc., 
Houma, La., Has: 107.1 mc, No. 296; 3 
kw; 140 ft., Requests: 104.1 mc, No. 281; 
80 kw; 355 ft., Docket No. 17911, File No. 
BPH-5914; La-Terr Broadcasting Corp., 
Houma, La., Requests: 104.1 me, No. 281; 
56.5 kw; 325.4 ft., Docket No. 17912, File 
No. BPH-6009; for construction permits. 


1. The Commission, by the Chief, 
Broadcast Bureau, under delegated au- 
thority considered the above-captioned 
and described applications for construc- 
tion permits. 

2. KCIL, Inc.’s, application to change 
from its present operation on Class A 
Channel 296 to Class C Channel 281 is 
mutually exclusive within La-Terr’s new 
application for Channel 281 in that 
operation by the applicants as proposed 
would cause mutually destructive inter- 
ference. 

3. Each of the applicants is qualified 
to construct and operate as proposed. 
However, because of their mutual ex- 
clusivity the Commission is unable to 
make the statutory finding that a grant 
of the subject applications would serve 
the public interest, convenience, and 
necessity, and is of the opinion that they 
must be designated for hearing in a con- 
solidated proceeding on the issues set 
forth below. 

It is ordered, That, pursuant to section 
309(e) of the Communications Act of 
1934, as amended, the applications are 
designated for hearing in a consolidated 
proceeding, at a time and place to be 
specified in a subsequent order, upon the 
following issues: 

1. To determine which of the proposals 
would better serve the public interest. 

2. To determine, in the light of the 
evidence adduced pursuant to the fore- 
going issue, which of the applications for 
construction permit should be granted. 

It is further ordered, That to avail 
themselves of the opportunity to be 
heard, the applicants pursuant to § 1.221 
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(c) of the Commission’s rules, in person 
or by attorney, shall, within 20 days of 
the mailing of this order, file with the 
Commission in triplicate, a written ap- 
pearance stating an intention to appear 
on the date fixed for the hearing and 
present evidence on the issues specified 
in this order. 

It is further ordered, That the appli- 
cants herein shall, pursuant to section 
311(a) (2) of the ‘Communications Act 
of 1934, as amended, and § 1.594 of the 
Commission’s rules, give notice of the 
hearing, either individually or, if feasible 
and consistent with the rules, jointly, 
within the time and in the manner pre- 
scribed in such rule, and shall advise the 
Commission of the publication of such 
notice as required by § 1.594(g) of the 
rules. 


Adopted: December 19, 1967. 
Released: December 21, 1967. 


FepErAL COMMUNICATIONS 
CoMMISSION, 
Ben F. WAPLE, 
Secretary. : 
[F.R. Doc. 67-15026; Filed, Dec. 27, 1967; 
8:47 a.m.] 


[sEAL] 


[Docket Nos, 17898, 17899; FCC 67M-2110] 


LEBANON BROADCASTING CO. AND 
RISNER BROADCASTING CO. 


Order Scheduling Hearing 


In re applications of Lebanon Broad- 
casting Co., Lebanon, Mo., Docket No. 
17898, File No. BPH-5167; Risner Broad- 
casting, Inc., Lebanon, Mo., Docket No. 
17899, File No. BPH-5207; for construc- 
tion permits. 

It is ordered, That Herbert Sharfman 
shall serve as Presiding Officer in the 
above-entitled proceeding; that the hear- 
ings therein shall be convened on March 
4, 1968, at 10 a.m.; and that a prehearing 
conference shall be held on January 9, 
1968, commencing at 9 a.m.; And, it is 
further ordered, That all proceedings 
shall take place in the Offices of the 
Commission, Washington, D.C. 


Issued: December 13, 1967. 
Released: December 21, 1967. 
FEDERAL COMMUNICATIONS 


[sean] 


[F.R. Doc, 67-15027; Filed, Dec. 27, 1967; 
8:47 a.m.] 


[Docket Nos. 17918—17920; FCC 67-1329] 
LITTLE DIXIE RADIO, INC., ET AL. 


Memorandum Opinion and Order 
Designating Applications for Con- 
solidated Hearing on Stated Issues 


In re applications of Little Dixie Radio, 

Inc., Sallisaw, Okla., Requests: 1510 ke, 
1 kw, 500 w (CH), Day, Docket No. 17918, 
File No. BP-16768; Ozark Broadcasting 
Co., Ine., Ozark, Ark., Requests: 1540 ke, 
500 Ww, Day, Docket No. 17919, File No. 
BP-16797; Alcuin C. Wiederkehr, Leo J. 


NOTICES 


Wiederkehr, and John Hilton doing busi- 
ness as Hilton and Wiederkehr Enter- 
prises, Ozi.rk, Ark., Requests: 1510 ke, 1 
kw, 250 w (CH), Day, Docket No. 17920, 
File No. BP-16814; for construction per- 
mits. 

1. The Commission has before it the 
above-captioned and described applica- 
tions. The application of Hilton and 
Wiederkehr Enterprises (Hilton) is mu- 
tually exclusive with both the applica- 
tion of Ozark Broadcasting Co., Inc. 
(Ozark) and that of Little Dixie Radio, 
Inc. (Little Dixie), in that simultaneous 
operation of the stations as proposed 
would result in prohibited overlap of con- 
tours as defined in § 73.37(a) of the Com- 
mission’s rules. 

2. Also before the Commission are: 
(a) Petitions to Deny the application of 
Hilton and Ozark, filed by Gordon Hix- 
son, trading as Logan County Broadcast- 
ing Co., licensee of Station KCCL, Paris, 
Ark.; (b) a Supplement to Petition to 
Deny, filed by KCCL against Hilton; (c) 
Hilton’s opposition to the KCCL peti- 
tions; (d) a reply to the opposition by 
KCCL; (e) a “Petition to Require Proof 
of Performance” filed by WLAC, Inc., li- 
censee of Station WLAC, Nashville, 
Tenn., directed to the Little Dixie appli- 
cation; and (f) a Petition for Consoli- 
dated Hearing, filed by Giant Broadcast- 
ing Co. No opposition pleadings have 
been filed by Ozark in response to the 
KCCL petition and Little Dixie has not 
responded to the WLAC petition. None of 
the applicants have replied to the Giant 
petition. 

3. Petitioner Logan County Broadcast- 
ing Co. (KCCL) claims standing as a 
party in interest within the meaning of 
section 309(d) of the Communications 
Act on the basis of the proximity of Paris, 
KCCL’s station location, to Ozark and 
the fact that petitioner and the two 
Ozark applicants would place 2 mv/m 
signals over the other’s city of identifica- 
tion. Petitioner alleges that a grant of 
either application would divert advertis- 
ing revenue from KCCL and would have 
an adverse economic impact on the sta- 
tion. Since the proposed stations would 
compete directly with petitioner’s station 
for listening audience and revenues, we 
find that KCCL is a “party in interest” 
within the meaning of section 309(d) (1) 
of the Communications Act of 1934, as 
amended and § 1.580(i) of the Commis- 
sion’s rules. FCC v. Sanders Bros. Radio 
Station, 309 U.S. 470, 9 RR 2008 (1940). 

4. In its petitions, KCCL states that 
Paris and Ozark are situated about 15 
miles apart in adjacent Logan and 
Franklin Counties. Petitioner alleges that 
between the 1950 and 1960 census these 
counties had respective declines in 
population of 21 and 17 percent’; that 
there is high unemployment and eco- 
nomic decline in the area; that local ad- 
vertising revenue is not sufficient to sup- 
port a second station; and that if either 
the Ozark or Hilton applications are 
granted, KCCL will suffer substantial 


a 


to the 1960 census, the re- 
= populations in question are: Paris, 


Logan County, 15,957; Ozark, 1965; 
oad: Franklin County, 10,212. 
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economic injury. Petitioner argues that 
two stations cannot survive in this area 
and that the listening public will ulti- 
mately suffer if both stations must com- 
pete for potential revenues sufficient to 
support only the existing operation. 

5. In support of these allegations, peti- 
tioner estimates that approximately 
$100,000 is spent yearly on all forms of 
advertising in Logan and Franklin Coun- 
ties and that during the past 3 years 
KCCL has sold advertising to more than 
80 percent of the business establishments 
in the area. Petitioner operated at a 
profit in 1963 and 1964, but suffered a 
net loss in 1965.2 KCCL’s revenues in 
1965 totalled $24,986 of which 15.1 per- 
cent was attributable to advertising from 
the Ozark community. With the advent 
of an Ozark station, petitioner claims it 
will lose between 13 and 17 percent of its 
total annual revenues. As Exhibit C to 
its petition to deny the Ozark applica- 
tion, petitioner lists 22 firms which would 
allegedy shift all their advertising com- 
mitments to an Ozark station and 18 of 
its present subscribers who would split 
their advertising between KCCL and a 
new Ozark facility. Although KCCL is the 
only radio station located in the Paris 
or Ozark vicinity, petitioner argues that 
it is already in direct competition for 
local advertising revenue with five area 
newspapers and a total of seven AM, FM, 
or television broadcast services from Fort 
Smith, Ark. 

- 6. KCCL contends that Ozark and the 
surrounding area are already well served 
by its efforts and that any division of 
present revenues caused by the advent 
of a new station would cause both facili- 
ties to operate at a loss, thereby diminish- 
ing the quality of service to the public. 
In this regard, petitioner argues that the 
quality of his service has been excellent, 
public service announcements and pro- 
grams at times accounting for “50 per- 
cent of petitioner’s typical broadcast 
weeks.” With loss of revenues petitioner 
suggests that a reduction in staff might 
be necessary, and since as of 1965 KCCL 
was operating with only four full-time 
and one part-time employee, further cut- 
backs could not be accomplished. The 
only other alternative according to peti- - 
tioner would be a curtailment of some 
$2,225 per year for news wire service 
subscription. 

7. Although its petitions nowhere cite 
the case, presumably KCCL is request- 
ing designation of the Ozark and Hilton 
applications for hearing on the Carroll 
issue,* i.e., to determine whether there 
are sufficient revenues in the area to 
support another station without a net 
loss of service to the public. In Missouri- 
Illinois Broadcasting Co., FCC 64—748, 
adopted July 29, 1964, 3 RR 2d 232, the 
Commission set out the type of specific 


to its petition, KCCL's profits 
were $8,070 in 1963 and $10,574 in 1964, while 
in 1965 the station operated at a loss of 
$258 although more recent financial data was 
not included in the petition itself, informa- 
tion on file shows that KCCL operated at a 
profit once again in 1966. 
* Carroll Broadcasting Company v. Federal 
Communications Commission, 103 U.S. App. 
D.C., 346, 258 F 2d 440, 17 RR 2066 (1958). 
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economic data necessary to support a re- 
quest for a Carroll issue. Subsequently, 
the Court of Appeals held that the Com- 
mission could not demand of Carroll 
petitioners “exact calculation” or “pre- 
knowledge of the exact economics of the 
situation” which would occur after grant 
of the proposed station. Folkways Broad- 
casting Co., Inc., v. FCC, 375 F 2d 299, 
8 RR 2d 2089 (1967). In the present case, 
however, petitioner, while apparently at- 
tempting to provide economic data perti- 
nent to a Carroll issue, has fallen far 
short of the specific criteria set forth in 
the Missouri-Illinois opinion. Certain in- 
formation specifically requested by the 
Commission in that case is absent from 
KCCL’s various petitions. For example, 
no information is provided concerning 
the total amount of retail sales in the 
Ozark area during the past 3 years. 
Moreover, petitioner’s data on the area’s 
economy and population figures are not 
current. Reliance is placed on Govern- 
ment statistics no more recent than 1960 
and 1962. This deficiency is especially 
pertinent because the applicant Hilton in 
its opposition to KCCL argues that the 
area is experiencing substantial economic 
growth, and these allegations are sup- 
ported by more recent statistics than 
those provided by KCCL.* Furthermore, 
many of petitioner’s allegations are far 
too generally stated. Often they are of a 
eonjectural nature and without proper 
substantiation. KCCL’s estimate of 
$100,000 annually spent in the area for 
all forms of advertising is unsupported. 
Likewise its claim of sales of past broad- 
cast time to 80 percent of the area busi- 
nesses is not substantiated by documen- 
tation of any sort. Petitioner concludes 
that certain advertisers will “probably” 
split or shift their patronage to a pro- 
posed Ozark facility merely because of 
their location in Ozark or because of fi- 
nancial interests in one of the Ozark 
applicants. There is no evidence that 
petitioner interviewed these advertisers 
as to their intentions. Moreover, a com- 
plete shift by Ozark advertisers is doubt- 
ful in light of petitioner’s own conten- 
tion that the communities of Paris and 
Ozark are in close contact in the same 
general market area. 

8. Assuming, arguendo, that KCCL 
would be hurt financially by the advent 
of local service in Ozark, petitioner has 
nonetheless failed to explain how a grant 
of the Hilton or Ozark applications would 
ke detrimental to the public interest. As 


4 Hilton alleges that a special census taken 
in Ozark in 1965 shows a population increase 
of 268 over the previous year. Similarly Hil- 
ton cites new housing development in the 
area as well as an increase in retail business 
establishments from 80 in 1964 to 117 in 
1966. Noteworthy with reference to the eco- 
nomic condition of the Ozark area is the fact 
that two additional standard broadcast ap- 
plications for the vicinity (aside from the 
instant Hilton and Ozark proposals) have 
also recently been filed with the Commission. 
See applications of Booneville Broadcasting 
Corp., Booneville, Ark. (BP-16919) and 
Giant Broadcasting Co., Ozark, Ark. (BP-— 
17102). KCCL offers no explanation for this 
current demand for broadcast facilities in a 
eommunity that is allegedly economically 
depressed. 
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stated by the Court of Appeals in the 
Carroll case, private economic injury is 
in itself far from conclusive of public 
detriment: “Competitors may severely 
injure each other to the great benefit of 
the public.” Carroll Broadcasting Com- 
pany, supra, 258 F 2d at 443, 17 RR at 
2068. Petitioner argues, however, that 
any further loss of revenues, which he 
claims are already at peak levels, would 
mean a loss of ability to operate profita- 
bly and that this in itself would be a 
detriment to the listening public. But the 
Commission is afforded no details as to 
a possible loss or cutback of public serv- 
ice programing or spot announcements.® 
No specific discontinuation or shifts in 
public service programing or total pro- 
gram format and policies are mentioned. 
KCCL’s only statement in this connec- 
tion is the hint that wire service may 
have to be discontinued, but there is no 
showing in detail why, how, or if in fact 
this would occur. Furthermore, assuming 
that KCCL would be forced to curtail cer- 
tain programs, it has advanced no rea- 
son why a newcomer could not take up 
the slack. In summary, the Commission 
cannot find that KCCL has raised sub- 
stantial and material questions of fact 
relevant to the area’s ability to sustain 
another station without a net loss or 
degradation of service to the public.® Ac- 
cordingly, the petition with respect to a 
Carroll issue will be denied. 

9. Additionally, KCCL’s petition di- 
rected against Ozark requests an issue 
in regard to that applicant’s ability to 
operate the proposed station for 1 year 
without additional revenue. Ultravision 
Broadcasting Co., 1 FCC 2d 544, 5 RR 
2d 343 (1965). By amendment filed on 
December 12, 1965, Ozark attempted to 
meet most of the objections raised by the 
petitioner. However, examination of the 
amended Ozark application as well as 
study of the financial statements sub- 
mitted by the other applicants indicates 
among other things that they are not 
current. Accordingly, it will be necessary 
for all the applicants to amend their 
proposals to establish their financial 
qualifications in hearing, and financial 
issues will be included. 

10. The Commission is unable to deter- 
mine from the aerial photograph sub- 
mitted with Ozark’s application whether 
the proposed transmitter site is satisfac- 
tory with regard to any conditions that 
may exist in the vicinity of the antenna 
system. Therefore, an appropriate issue 
with regard to this matter will be spec- 
ified. 

11. Ozark’s application provides ini- 
tially for only three employees to staff 
its daytime operation. These are a gen- 


5In this regard it should be noted that 
KOCL’s claim that its public service broad- 
easting has at times reached a maximum of 
50 percent of its broadcast week appears 
greatly exaggerated in light of its submitted 
program log 


* Recently, for substantially the same rea- 
sons, we denied a similar petition by KCCL 


attempting to raise a Carroll issue against 
an applicant for a new station in another 
town (Booneville, Ark.) within KCCL’s sery- 
ice area. Big Basin Radio, FCC 67-9092, 
adopted Sept. 27, 1967. 


eral manager, a combined station man- 
ager and program director, and an en- 
gineer. Although the applicant proposes 
only 2.75 percent live programing per 
week, the Commission nevertheless be- 
lieves that an issue as to the adequacy of 
Ozark’s staff must be added. In answer 
to Question 12 of section IV of its appli- 
cation, Ozark states that “other person- 
nel will be employed as needed.” This 
statement is too vague to satisfy the 
Commission’s doubts as to Ozark’s ability 
to operate as proposed, and accordingly 
a staffing issue will be included. Spanish 
Spagna FCC 64R-239, 2 RR 2d 853 
12. With regard to the Little Dixie ap- 
plication, Station WLAC, Nashville, 
Tenn. (1510 ke, 50 kw, DA-N, U, Class 
I-B) has filed a petition requesting that 
if the applicant is granted a construc- 
tion permit, it be required to submit 
proof-of-performance and additionally 
to demonstrate that radiation toward 
WLAC during the critical hours does not 
exceed 130.8 mv/m, the maximum per- 
missible radiation toward WLAC under 
§ 73,187. The petition is directed toward 
Dixie’s proposed 500 watt operation dur- 
ing critical hours. WLAC disputes neither 
the proposed antenna efficiency of 127 
mv/m determined from Figure 8 of the 
Commission’s rules, nor the applicant’s 
contention that the maximum permissi- 
ble radiation toward the WLAC 0.1 mv/m 
contour is 130.8 mv/m pursuant to 
§ 73.187 of the rules. WLAC notes that 
§ 73.182(i) of the rules states that Figure 
8 is only an estimate, and that the differ- 
ence between 127 mv/m and 130.8 mv/m 
allows for an error of only 3 percent. 
WLAC therefore requests that the appli- 
cant be required to make proof-of-per- 
formance measurements to determine 
whether compliance with § 73.187 is 
met. The petitioner’s argument is rea- 
sonable insofar as it requests that a con- 
dition be included to insure that radia- 
tion does not exceed the proposed 127 
mv/m. Therefore, in the event of a grant 
of the Little Dixie proposal, the con- 
struction permit will be so conditioned. 
13. The final petition to be considered 
is that filed by Giant Broadcasting Co. 
(Giant) requesting that it be designated 
for consolidated hearing with the instant 
applicants. Petitioner is itself an appli- 
cant for a new standard broadcast sta- 
tion at Ozark, Ark., to be operated on 
1060 kc, with power of 5 kw, daytime 
only.” While conceding that its applica- 
tion involves no electrical interference 
with the Hilton and Ozark proposals 
(which are over 400 kilocycles removed), 
Giant nevertheless contends that it is en- 
titled to consolidation with them based 
on considerations involving section 
307(b). Petitioner’s argument is that in 
the event either of the instant Ozark ap- 
plications is greuted prior to a decision 


™ The Giant application (BP-17103) is mu- 
tually exclusive with standard broadcast ap- 
plications filed by Babcom, Inc., for a facility 
in Springfield, Mo. (BP-10908) and Upshur 
Broadcasting Oo., Inc., for Gilmer, Tex. (BP- 
16982). The Commission has designated these 
applications for consolidated hearing in 40 
order adopted concurrently with this desig- 
nation. 
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in the prospective comparative hearing 
involving Giant and the mutually exclu- 
sive Babcom and Upshur proposals, then 
petitioner’s 307(b) merits vis-a-vis these 
applicants would be adversely affected.’ 
Brainerd Broadcasting Company, 38 FCC 
1195, 5 RR 2d 351 (1965), is cited as sup- 
port for this proposition. Additionally, 
Giant argues that the limited population 
of Ozark and Franklin aes suggests 
that the area can support only one local 
service without .a degradation of pro- 
graming and that consolidation is re- 
quired to determine which of the re- 
quested facilities in Ozark would best 
serve the public interest. 

14. The Commission finds that peti- 
tioner’s reliance on Brainerd Broadcast- 
ing Co., supra, is not justified by the facts 
of the present case. Brainerd held that 
applicants were entitled to comparative 
consideration where a grant of one would 
so operate to deprive the other of a sig- 
nificant element of “efficiency” that it 
would in fact have a “substantial and 
material” adverse effect upon the other’s 
prospects for success. The Commission 
in Brainerd carefully limited its holding 
to the unusual facts and circumstances 
of that case which dealt with an appli- 
cant’s prospects of showing under a 
§73.24(b) issue that its proposal would 
not constitute an inefficient allocation, 
notwithstanding the receipt of extensive 
nighttime interference. In keeping with 
this limitation, the Brainerd opinion has 
never been extended to 307(b) consid- 
erations as proposed by Giant. 

15. Of continuing authority in iy re- 
gard is Big Sioux Broadcasting. Co., 12 
FCC 146, 3 RR 1407 (1947), which, held 
that the 307(b) requirement of equitable 
distribution of facilities does not 
a consolidated hearing of applications 


not in conflict. In Big Sioux, as here, it . 


was argued that the Commission could 
not proceed separately with other appli- 
cations if this would weaken petitioner’s 
307(b) showing, even where the sep- 
arately treated proposals involved no en- 
gineering conflict amounting to mutual 
exclusivity. Likewise, Giant urges that, 
since it faces a 307(b) issue as a result 
of mutual exclusivity with the Babcom 
and Upshur proposals, it is entitled to 
a comparative hearing with all other ap- 
plicants for the Ozark area even though 
its proposal involves no engineering con- 
flict with them. Petitioner is, in effect, 
proposing an unwarranted extension of 
the Supreme Court’s holding in the Ash~ 
backer case® since that case was spe- 
cifically limited to applicants proposing 
mutually exclusive operations. In reject- 
ing the same contention made by Giant, 
the Commission in Big Sioux held that 
applications not involving engineering 


‘Giant fails to recognize its mutual ex- 
clusivity with the Babcom application. Ref- 
erence is made only to a prospective consoli- 
dated hearing with Upshur. This apparent 
oversight does not change the fact that the 
307(b) argument voiced by Giant would ap- 
ply to comparative considerations with re- 
gard to both the Babcom and the Upshur 
Proposals. 


*Ashbacker Radio Corp. v. Federal Gom- 
munications Commission, 326 U.S. 327 (1945). 
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conflict were not entitled to comparative 
consideration where the only justifica- 
tion for such consideration was that a 
prior grant of one application might 
have some bearing on a 307(b) issue con- 
fronting the other ——— in an unre- 
lated proceeding. In actuality, Giant is 
asking the Commission to preserve the 
status quo by keeping any and all usable 
broadcast signals out of its proposed 
service area until its application has 
been granted or denied. To proceed in 
this fashion would inevitably retard as- 
signments and “render the Communica- 
tions Act incapable of administration, 
rather than * * * promote an equitable 
allocation of facilities’. Big Sioux 
Broadcasting Co., supra, at 149, 3 RR 
at 1411. : 

16. Petitioner’s reference to the Car- 
roll case, supra, and the alleged inability 
of Franklin County to support two sta- 
tions is totally unsupported by any spe- 
cific data whatsoever. Furthermore, peti- 
tioner is a mere applicant, without the 
requisite interest contemplated by the 
Carroll requirement that only an exist- 
ing station may offer to prove that the 
economic effect of two or more stations 
would be detrimental to the public in- 
terest. In light of these inadequacies, the 
Commission finds that Giant has failed 
to allege any substantial or material 
questions of fact and, accordingly, its 
petition will be denied. 

17. Except as indicated by the issues 
specified below, the applicants are quali- 
fied, but, since the applications are mu- 
tually exclusive, they must be designated 
for hearing in a consolidated proceeding 
on the issues set forth below. 

Accordingly, it is ordered, That, pur- 
suant to section 309(e) of the Communi- 
cations Act of 1934, as amended, the ap- 
plications are designated for hearing in 
a consolidated proceeding, at a time and 
Place to be specified in a subsequent or- 
der, upon the following issues: 

1. To determine the areas and popula- 
tions which would receive primary serv- 
ice from each of the proposals and the 
availability of other primary service to 
such areas and populations. 

2. To determine whether any of the 
applicants are financially qualified to 
construct and operate their proposed 
station. 

' 3. To determine whether the. trans- 
mitter site proposed by Ozark Broad- 
casting Co., Inc., is satisfactory with par- 
ticular regard to any conditions that may 
exist in the vicinity of the antenna sys- 
tem which would distort the proposed 
antenna radiation pattern. 

4. To determine whether Ozark Broad- 
casting Co., Inc., in view of its proposal 
as to staff, is qualified to operate its 
a in the manner proposed. 

- To determine, in the light of sec- 
tion 307(b) of the Communications Act 
of 1934, as amended, which of the pro- 
posals would best provide a fair, efficient, 
and equitable distribution of radio 
service. 

6. To determine, in the event it is con- 
cluded that a choice between the appli- 
cations should not be based solely on 
considerations relating to section 307 o, 
which of the operations proposed in the 
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above-captioned aoa would bet- 
ter serve the public in 

%. wy deceii: tk tae ied at Os 
evidence adduced pursuant té the fore- 
going issues which, if any, of the applica- 
tions sho be granted. 

It is further ordered, That the petition 
to deny the Hilton application filed by 
Gordon Hixson is denied; that the peti- 
tion to deny the Ozark application also 
filed by Gordon Hixson is granted to the 
extent that it requests imposition of a 
financial issue and is denied in all other 


respects. 

It is further ordered, That the petition 
for consolidated hearing filed by Giant 

Broadcasting Co., is denied. 

It is further ordered, That the peti- 
tion to require proof of performance and 
restriction of radiation filed by WLAC, 
Inc., is granted. 

It is further ordered, That, in the event 
of a grant of any of the applications the 
construction permit shall contain the 
following condition: 

operation must con- 


Any presunrise 
form with §§$ 73.87 and 73.99 of the rules, 
as amended June 28, 1967 (32 F.R. 
10437), supplementary proceedings (if 
any) involving Docket No. 14419, and/or 
the final resolution of matters at issue in 
Docket No. 17562. 

It is further ordered, That in the event 
of a grant of the application of Little 
Dixie Radio, Inc., the construction per- 
mit shall contain the following con- 
dition: 

Before program tests are authorized, 
permittee shall submit sufficient field in- 
tensity measurement data to establish 
that the inverse distance field intensity 
at 1 mile towards Station WLAC, Nash- 
ville, Tenn., is essentially 127 mv/m 500 
watts as proposed. 

It is further ordered, That, to avail 
themselves of the opportunity to be 
heard, the applicants herein, pursuant to 
§ 1.221(c) of the Commission’s rules, in 
person or by attorney, shall, within 20 
days of the mailing of this order, file with 
the Commission in triplicate, a written 
appearance stating an intention to ap- 
pear on the date fixed for the hearing 
and present evidence on the issues speci- 
fied in this order. 

It is further ordered, That the appli- 
cants herein shall, pursuant to section 
311(a)(2) of the Communications Act 
of 1934, as amended, and § 1.594 of the 
Commission’s rules, give notice of the 
hearing, either individually or, if feasi- 
ble and consistent with the rules, jointly, 
within the time and in the manner pre- 
scribed in such rule, and shall advise the 
Commission of the publication of such 
— as required by § 1.594(g) of the 

es. 


Adopted: December 13, 1967. 
Released: December 21, 1967. 
FEDERAL COMMUNICATIONS 
1 


[P-R. Doc. 67-15028; Filed, Dec. 27, 1967; 
8:47 a.m.] 


1 Concurring Statement of Commissioner 
Cox filed as part of the original document. 


VOL. 32, NO. 250—THURSDAY, DECEMBER 28, 1967 





20894 


[Docket Nos. 17896, 17897; FCC 67M-2111] 


LUCAS TOMAS MUNIZ AND ARECIBO 
BROADCASTING CORP. 


Order Scheduling Hearing 


In re applications of Lucas Tomas 
Muniz, Toa Alta, P.R., Docket No. 17896, 
File No. BPH-5625; Arecibo Broadcast- 
ing Corp., Inc., Manati, P.R., Docket No. 
17897, File No. BPH-5897; for construc- 
tion permits. « 

It is ordered, That Thomas H. Donahue 
shall serve as Presiding Officer in the 
above-entitled proceeding; that the hear- 
ings therin shall be convened on March 
13, 1968, at 10 a.m.; and that a prehear- 
ings therein shall be convened on March 
11, 1968, commencing at 9 a.m.: And, it 
is further ordered, That all proceedings 
shall take place in the offices of the Com- 
mission, Washington, D.C. 


“Issued: December 13, 1967. 
Released: December 21, 1967. 
FEDERAL COMMUNICATIONS 


[sEaL] 


[F.R. Doc. 67-15029; Filed, Dec. 27, 1967; 
8:47 a.m.] 


[Docket Nos. 17886-17888; FCC 67M-2113] 
OUTER BANKS RADIO CO. ET AL. 
Order Scheduling Hearing 


In re applications of Douglas Lystra 
Craddock and Lacy Phil Wicker, doing 
business as OUTER BANKS RADIO Co., 
Wanchese, N.C., Docket No. 17886, File 
No. BP-16917; J. M. Farlow and William 


ADC. 
N&., Docket No. 17887, File No. 
ac ae ‘HENDON M. 


Park, 


HARRIS, 
ville, , Docket No. 17888, File No. 
Br teas: ” for construction permits. 

It is ordered, That Isadore A. Honig 
shall serve as Presiding Officer in the 
above-entitled proceeding; that the hear- 
ings therein shall be convened on March 
1, 1968, at 10 a.m.; and that a prehear- 
ing conference shall be held on January 
9, 1968, commencing at 9 am.; And, it 
is further ordered, That all proceedings 
shall take place in the offices of the Com- 
mission, Washington, D.C. 


Issued: December 15, 1967. 
zs Released: December 21, 1967. 


[F.R. Doc. 67-15030; Filed, Dec. 27, 1967; 
8:47 a.m.] 


FEDERAL MARITIME COMMISSION 


A/B ATLANTTRAFIK AND SEA LAND 
SERVICE, INC. 


Notice of Agreement Filed for 
Approval 


Notice is hereby given that the follow- 
ing agreement has been filed with the 
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Commission for approval pursuant to 
section 15 of the Shipping Act, 1916, as 
amended (39 Stat. 733, 75 Stat. 763, 46 
US.C. 814). 

Interested parties may inspect and 
obtain a copy of the agreement at the 
Washington office of the Federal Mari- 
time Commission, 1321 H Street NW., 
Room 609; or may inspect agreements at 
the offices of the District Managers, New 
York, N.Y., New Orleans, La., and San 
Francisco, Calif. Comments with refer- 
ence to an agreement including a request 
for hearing, if desired, may be submitted 
to the Secretary, Federal Maritime Com- 
mission, Washington, D.C. 20573, within 
20 days after publication of this notice in 
the FepEraL REcIsTER. A copy of any such 
statement should also be forwarded to 
the party filing the agreement (as indi- 
cated hereinafter) and the comments 
should indicate that this has been done. 
‘: Notice of agreement filed for approval 

iy: 
Mr. F. Hiljer, Jr., Commerce Manager, Sea- 

Land Service, Inc., Terminal and Fleet 


Streets, Post Office Box 1050, Elizabeth, 
N.J. 07207. 


Agreement No. 9681 between A/B 
Atlanttrafik (Atlanttrafik Express Serv- 
ice) (Atlanttrafik) and Sea-Land Serv- 
ice, Inc. (Sea-Land), provides for the 
transportation of cargo on prepaid 
through bills of lading from loading ports 
of Sea-Land in the Commonwealth of 
Puerto Rico to ports of call of Atlant- 
trafik in the Commonwealth of Australia 
and various South Pacific Islands with 
transshipment at New York, N-Y., under 
terms and conditions as set forth in said 
agreement. 


Dated: December 22, 1967. 


By order of the Federal Maritime 
Commission. 
THomas List, 
Secretary. 


[F.R. Doc. 67-15056; Filed, Dec. 27, 1967; 
8:49 a.m.] 


SEATRAIN LINES, INC., AND 
SEAWAY LINES, INC. 


Notice of Agreement Filed for 
Approval 


Notice is hereby given that the follow- 
ing agreement has been filed with the 
Commission for approval pursuant to 
section 15 of the Act, 1916, as 
amended (39 Stat. 733, 75 Stat. 763, 46 
U.S.C. 814). 

- Interested parties may inspect and 
obtain a copy of the agreement at the 
Washington office of the Federal Mari- 
time Commission, 1321 H Street NW., 
Room 609; or may inspect agreements at 
the offices of the District , New 
York, N.Y., New Orleans, La., and San 
Francisco, Calif. Comments with refer- 
ence to an agreement including a request 


mission, Washington, D.C. 20573, within 
20 days after publication of this notice in 
the FepERAL ReEcIsTER. A copy of any such 
statement should also be forwarded to 
the party filing the agreement (as indi- 
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_Cated hereinafter) and the comments 


should indicate that this has been done, 

i Notice of agreement filed for approva] 
iy: 

Mr. Joseph Hodgson, Jr., General Traffic 
Manager, Seatrain Lines, Inc., 595 River 
Road, Edgewater, N.J. 07020. 

Agreement 9686 between " Beetrala 
Lines, Inc., and Seaway Lines, Inc., estab- 
lishes a through billing arrangement 
from port of New York to ports in the ~ 
West Indies with transshipment at the 
port of San Juan, P.R., in accordance 
with terms and conditions set forth in 
the agreement. 

Dated: December 22, 1967. 


By order of the Federal Maritime 
Commission. 


THOMAS LIsI, 
Secretary. 


[F.R. Doc. 67-15057; Filed, Dec. 27, 1967; 
8:49 a.m.] 


SEAWAY LINES, INC., AND SEATRAIN 
LINES, INC. 


Notice of Agreement Filed for 
Approval 


Notice is hereby given that the follow- 
ing agreement has been filed with the 
Commission for approval pursuant to 
section 15 of the Shipping Act, 1916, as 
amended (39 Stat. 733, 75 Stat. 763, 46 
US.C. 814). 

Interested parties may inspect and ob- 
tain a copy of the agreement at the 
Washington office of the Federal Mari- 
time Commission, 1321 H Street NW., 
Room 609; or may inspect agreements 
at the offices of the District Managers, 
New York, N.Y., New Orleans, La., and 
San Francisco, Calif. Comments with 
reference to an agreement including a re- 
quest for hearing, if desired,;may be sub- 
mitted to the Secretary, Federal Mari- 
time Commission, Washington, D.C. 
20573, within 20 days after publication of 
this notice in the FreperaL Recister. A 
copy of any such statement should also 
be forwarded to the party filing the 
agreement (as indieated hereinafter) 
and the comments should indicate that 
this has been done. 

Notice of agreement filed for approval 
Mr. Joseph nae Jr., General Traffic 

Manager, Seatrain Lines, Inc., 595 River 

Road, Edgewater, N.J. 07020. 

Agreement 9685 between Seaway Lines, 
Inc., and Seatrain Lines, Inc., establishes 
a through billing arrangement from ports 
in the West Indies to the port of New 
York with transshipment at San Juan, 
P.R., in accordance with terms and con-: 
ditions set forth in the agreement. 

Dated: December 22, 1967. 

By order of the Federal Maritime Com- 
mission. 


THomas LisI, 
Secretary. 


[F.R. Doc. 67—15058; Filed, Dec. 27, 1967; 
8:49 a.m.]} 
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UNITED STATES ARMS CONTROL 
AND DISARMAMENT AGENCY 


PUBLIC AFFAIRS ADVISER 


Notice of Basic Compensation 


Pursuant to the provisions of section 
309 of Public Law 88-426, as modified 
py the Federal Employees Salary Act of 
1967, notice is hereby given that the basic 
compensation of the Public Affairs Ad- 
viser of the U.S. Arms Control and Dis- 
armament Agency has been fixed at the 
rate of $27,055 per annum, effective 
October 8, 1967. 


Dated: December 18, 1967. 


WILuiaM C, Foster, 
Director. 


[F.R. Doc. 67-15018; Filed, Dec. 27, 1967; 
8:46 a.m.] 


INTERSTATE COMMERCE 
COMMISSION 


[Notice 1135] 


MOTOR CARRIER APPLICATIONS AND 
CERTAIN OTHER PROCEEDINGS 


DECEMBER 22, 1967. 


The following publications are gov- 
erned by Special Rule 1.247 of the Com- 
mission’s rules of practice, published in 
the FepErRAL ReEcistTer issue of April 20, 
1966, which became effective May 20, 
1966. 

The publications hereinafter set forth 
reflect the scope of the applications as 
filed by applicant, and may include de- 
scriptions, restrictions, or limitations 
which are not in a form acceptable to the 
Commission. Authority which ultimately 
may be granted as a result of the appli- 
cations here noticed will not necessarily 
reflect the phraseology set forth in the 
application as filed, but also will elimi- 
nate any restrictions which are not ac- 
ceptable to the Commission. 


APPLICATIONS ASSIGNED FOR ORAL HEARING 
MOTOR CARRIERS OF PROPERTY 


No. MC 13250 (Sub-No. 85) (Repub- 
lication), filed July 20, 1966, published 
FEDERAL ‘REGISTER issues of August 18, 
1966, September 14, 1966, and republished 
this issue. Applicant: J. H. ROSE TRUCK 
LINE, INC., 5003 Jensen Drive, Houston, 
Tex. 77026. Applicant’s representative: 
Thomas E. James, 904 Lavaca Boulevard, 
Austin, Tex. 78701. By application filed 
July 20, 1966, applicant seeks a certifi- 
cate of public convenience and necessity 
authorizing operation, in interstate or 
foreign commerce, as a common carrier 
by motor vehicle, over irregular routes, of 
transporting earth drilling machinery 
and equipment, and machinery, equip- 
ment, materials, supplies, and pipe inci- 
dental to, used in, or in connection with 
(a) transportation, installation, removal, 
operation, repair, servicing, maintenance 
and dismantling of drilling machinery 
and equipment, (b) the completion of 
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holes or wells drilled, (c) the production, 
storage, and transmission of commodities 
resulting from drilling operations at well 
or_ hole sites, and (d) the injection or 
removal of commodities into or from 
holes or wells, to, from, or between points 
substantially as indicated below. A report 
of the Commission, Review Board Num- 
ber 4, decided December 5, 1967, and 
served December 13, 1967, finds that the 
present and future public convenience 
and necessity require operation by ap- 
plicant, in interstate or foreign com- 
merce, as a common carrier by motor 
vehicle, over irregular routes, of (1) earth 
drilling machinery and equipment, and 
(2) machinery, equipment, materials, 
supplies, and pipe incidental to, used in, 
or in connection with (a) the transpor- 
tation, installation, removal, operation, 
repair, servicing, maintenance, and dis- 
mantling of drilling machinery and 
equipment, (b) the completion of holes 
or wells drilled, (c) the production, stor- 
age, and transmission of commodities 
resulting from drilling operations at well 
or hole sites, and (d) the injection or re- 
moval of commodities into or from holes 
or wells, from, to, or between the points 
as described below: 

(1) Between points in Arkansas, Cali- 
fornia, Kansas, Louisiana, New Mexico, 
Oklahoma, and Texas; (2) between 
points in California and Texas, on the 
one hand, and, on the other, points in 
Arizona, Colorado, and Utah; (3) be- 
tween points in Texas, on the one hand, 
and, on the other, points in Wyoming 
and Montana; (4) between points in 
Idaho, Montana, Wyoming, Colorado, 
North Dakota, South Dakota, and Ne- 
braska; (5) between points in Nevada, on 
the one hand, and, on the other, points 
in Idaho, Wyoming, Utah, Colorado 
Arizona, and New Mexico, 


restricted 
against the transportation of shipments 
moving between points in California, on 
the one hand, and, on the other, points 
in Nevada; (6) between points in Cali- 
fornia, south of the northern bound- 
aries of San Luis Obispo, Kern, and 


San Bernardino Counties, Calif., on 
the one hand, and, on the other, Casper, 
Wyo.; (7) (a) between points in Nevada, 
(b) between points in Nevada, on the 
one hand, and, on the other, points in 
Wyoming, Colorado, Montana, North 
Dakota, South Dakota, and Utah, (c) be- 
tween points in Idaho, (d) between 
points in Idaho, on the one hand, and, on 
the other, points in Wyoming, Colorado, 
Montana, North Dakota, South Dakota, 
and Utah, (e) between points in Cali- 
fornia, on the one hand, and, on the 
other, points in Wyoming, Colorado, 
North Dakota, and South Dakota; (8) 
(a) between points in Alabama, Florida, 
and Georgia, (b) between points in Texas, 
on the one hand, and, on the other, 
points in Alabama, Florida, and Georgia, 
«c) between Anderson, Angelina, Bell, 
Bosque, Bowie, Brazos, Burleson, Camp, 
Cass, Cherokee, Collin, Cooke, Coryell, 
Dallas, Denton, Ellis, Falls, Fannin, Free- 
stone, Franklin, Grayson, Gregg, Grimes, 
Hardin, Harris, Harrison, Henderson, 
Hill, Hood, Hopkins, Houston, Hunt, Jas- 
per, Johnson, Kaufman, Lamar, Leon, 
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Liberty, Limestone, Madison, Marion, Mi- 
lam, Montague, Montgomery, McLennan, 
Macogdoches, Navarro, Newton, Orange, 
Panola, Parker, Polk, Raims, Red River, 
Robertson, Rockwell, Rusk, Sabine, San 
Augustine, San Jacinto, Shelby, Somer- 
vell, Smith; Tarrant, Titus, Trinity, Ty- 
ler, Van Zandt, Walker, Waller, Wash- 
ington, Wise, and Wood Counties, Tex., 
on the one hand, and, on the other, points 
in Arkansas, Louisiana, Mississippi, and 
Oklahoma; 

(9) Between points in San Juan, Rio 
Arriba, and McKinley Counties, N. Mex., 
Dolores, San Miguel, Montezuma, San 
Juan, La Plata, and Archuleta Counties, 
Colo., Navajo and Apache Counties, 
Ariz., and San Juan County, Utah; (10) 
between points in Washington and Ore- 
gon, on the one hand, and, on the other, 
points in Colorado, Wyoming, and Utah; 
and, (11) (a) between points in Illinois, 
Indiana, Louisiana, Kentucky, Missouri, 
and Tennessee, (b) between points in 
Oklahoma, on the one hand, and, on the 
other, points in Illinois, Indiana, Louisi- 
ana, Kentucky, Missouri, and Tennessee; 
that applicant is fit, willing, and able 
properly to perform such service and to 
conform to the requirements of the Inter- 
state Commerce Act and the Commis- 
sion’s rules and regulations thereunder. 
Because it is possible that other parties, 
who have relied upon the notice of the 
application as published, may have an in- 
terest in and would be prejudiced by the 
lack of proper notice of the authority 
described in the findings in this order, a 
notice of the authority actually granted 
will be published in the Feprra. opera 
and issuance of a certificate in this pro- 
ceeding will be withheld for a period of 
30 days from the date of such publication, 
during which period any proper party in 
interest may file a petition to reopen or 
for other appropriate relief setting forth 
in detail the precise manner in which it 
has been so prejudiced. 

No. MC 83539 (Sub-No. 193) (Repub- 
lication), filed July 21, 1966, published 
FEDERAL REGISTER issue of August 25, 
1966, and republished this issue. Appli- 
cant: C & H TRANSPORTATION CoO., 
INC., 1935 West Commerce Street, Dal- 
las, Tex. 75222. Applicant’s representa- 
tive: W. T. Brunson, 419 Northwest Sixth 
Street, Oklahoma City, Okla. 73102. By 
application filed July 21, 1966, applicant 
seeks a certificate of public convenience 
and necessity authorizing operation, in 
interstate or foreign commerce, as a 
common carrier by motor vehicle, over 
irregular routes, of (1) earth drilling 
machinery. and equipment, and (2) 
machinery, equipment, materials, sup- 
plies, and pipe incidental to, used in, or © 
in connection with (a) the transporta- 
tion, installation, removal, operation, 
repair, servicing, maintenance, and dis- 
mantling of drilling machinery and 
equipment, (b) the completion of holes 
or wells drilled, (c) the production, 
storage, and of commodi- 
ties resulting from drilling operations at 
well or hole.sites and, (d) the injection 
or removal of commodities into or from 
holes or wells, to, from, or between points 
substantially as indicated below. A report 
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served December 13, 1967, finds that the 
present and future public convenience 
and necessity require operation by appli- 
cant, in interstate or foreign commerce, 
as a common carrier by motor vehicle, 
over irregular routes, of (1) earth driil- 
ing machinery and equipment, and (2) 
machinery, equipment, materials, sup- 
plies, and pipe incidental to, used in, or 
in connection with (a) the transporta- 
tion, installation, removal, operation, 
repair, servicing, maintenance, and dis- 
mantling of drilling machinery and 
equipment. 
(b) The completion of holes or wells 
drilled, (c) the production, storage, and 
mn of commodities resulting 
from drilling operations at well or hole 
sites, and (d). the injection or removal 
of commodities into or from holes or 
wells, from, to, or between the points as 
described below: (1) (a) Between points 
in Kansas, New Mexico, Texas, Okla- 
homa, and Louisiana, (b) between points 
in New Mexico, Texas, and Oklahoma, 
on the one hand, and, on the other, 


(a) between points in Wisconsin, on the 
one hand, and, on the other, points in 
Kansas, 


Pennsylvania (except Oil City and Brad- 

dock). Restriction: The authority herein 
shall not be tacked or joined with car- 
rier’s other authorized operations for the 
purpose of conducting through opera- 

tions. (5) (a) From points in ‘Ohio to to 
points in Arkansas, Louisiana, New Mex- 
ico, Oklahoma, and Texas, and (b) from 
Tulsa, Okla., to points in Ohio; (6) be- 
. tween points in Texas, on the one hand, 
and, on the other, points in Oregon and 
W: i : 


parts of such commodities when moving 
in the same shipment, any of which have 
an origin or destination at points in Tli- 
nois, Indiana, or Ohio, with any other 
authority now held by carrier for the 
purpose of providing a through service. 

(7) Between points in Texas, on the 
one hand, and, on the other, points in 
Colorado, Montana, Utah, and Wyoming; 
(8) between points in Alaska, on-the one 
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and Bartlesville and Tulsa, Okla., on the 
one hand, and, on the other, points in 
Michigan and West Virginia; (10) (a) 
between Houston, Tex., and Memphis, 
Tenn., on the one hand, and, on the 
other, points in Dyer County, Tenn., Mo- 
bile County, Ala., and Levy, Dade, Nas- 
sau; and Suwannee Counties, Fla., (b) be- 
tween points in Louisiana, Arkansas, 
Oklahoma, Texas, and Mississippi, on the 
one hand, and, on the other, points in 
Alabama, Georgia, Florida, and Tennes- 
see, and (c) between points in Alabama, 
Georgia, Fiorida, and Tennessee; (11) 
between points in Kansas and Oklahoma, 
on the one hand, and, on the other, points 
in Oregon and Washington; (12) be- 
tween points in Michigan, on the one 
hand, and, on the other, points in Texas; 
(13) (a) from points in Texas to points 


_ in Ohio, and (b) from points in Ohio 


to points in Kansas and Mississippi. 
Restriction: The authority herein from 
points in Ohio, to points in Kansas shall 
not be joined or tacked to carrier’s other 
authorized operations for the purpose 
of conducting through.operations; (14) 
between points in Wyoming, Colorado, 
Montana, North Dakota, South Dakota, 
and Utah; (15) (a) between points in 
Texas, (b) between points in New Mexico 
and Oklahoma, on the one hand, and, on 
the other, points in that part of Texas 
north of U.S. Highway 80 and west of 
US. Highway 75, including points on the 
indicated portions of the highways 
specified, (c) between points in Texas 
within an area bounded on the east by 
U.S. Highway 281, extending from the 
‘Texas-Oklahoma State line to junction 
US. Highway 290, at, or near Johnson 
City, and on the south by U.S. Highway 
290 to its junction with U.S. Highway 
377, and then by U.S. Highway 377 to the 
Mexico-Texas border, (d) between points 
in .Eddy, Lea, and Roosevelt Counties, 
N. Mex., on the one hand, and, on the 
other, points in Texas within.an area 
bounded on the east by U.S. Highway 
281, extending from the Texas-Oklahoma 
State line to junction U.S, Highway 290, 
at or near Johnson City, and on the 
south by U.S. Highway 290 to its junc- 
tion with U.S. Highway 377 and then by 
U.S. Highway 377 to the Mexico-Texas 
border, (e) between points in New Mexi- 
co and Oklahoma, on the one hand, and, 
on the other, points in Arizona, Colorado, 
Utah, and Wyoming, and (f) between 
points in that part of Texas north of 
U.S. Highway 80, and west of U.S. High- 
way 75, and within an area bounded on 
the east by U.S. Highway 281, —— 
from the Texas-Oklahoma State 
to junction U.S. Highway 290, at or eae 
Johnson City, and on the south by U.S. 
Highway 290 to its junction with US. 
Highway 377 and then by U.S. Highway 
377 to the Mexico-Texas border, includ- 
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ing points on the indicated portions of 
the highways specified on the one hand, 
and, on the other, points in Colorado and 
Wyoming; and 

(16) (a) Between points in Colorado, 
Montana, Nebraska, North Dakota, South 
Dakota, Utah, and Wyoming, (b) be- 
tween points in Kansas and Oklahoma, 
(c) between points in Arkansas, Colo- 


plicant is fit, willing, and able properly 
to perform such service and to conform 
to the requirements of the Interstate 
Commerce Act and the Commission’s 
rules and regulations thereunder. Be-~ 
cause it is possible that other parties, 
who have relied upon the notice of the 
application as published, may have an 
interest in and would be prejudiced by 
the lack of proper notice of the author- 
ity described on the findings in this order, 
a notice of the authoriy actually granted 
will be published in the Feprerat ReEcIstTEr 
and issuance of a certificate in this pro- 
ceeding will be withheld for a period of 
30 days from the date of such publica- 
tion, during which period any proper 


ner. in which it has been so prejudiced. 

No. MC 107322 (Sub-No. 92) (Republi- 
cation), filed July 20, 1966, published 
FEDERAL REGISTER issue of August 25, 
1966, and republished this issue. Appli- 
cant: BELL Se ane COM- 
weeny los Hays Street, 


corporation, 1406 
Post Office Box 8598, Houston, Tex. 77009. 
" E. 


Tex. 78701. By application filed July 20, 
1966, applicant seeks a certificate of pub- 
lic convenience and necessity authorizing 
operation, in interstate or foreign com- 
merce, as a common carrier by motor ve- 
hicle, over irregular routes, of earth 
drilling machinery and equipment, and 
equipmen: 


pipe to, 
in connection aren SS (a) the transporta- 


pair, Barter ng and dis- 

mantling of and 

equipment, (b) the completion of holes 

or oo es (c) the geste stor- 
and transmission of 


commodities 
wailiien from operations at well 
or hole site, and (d) the injection or 
removal of commodities into or from hole 
or wells, to, from, or between points sub- 
stantially as indicated below. A report of 
the Commission, Board Number 4, 
decided December 5, 1967, and served 
‘December 13, 1967, finds that the present 
and future public convenience and neces- 
sity require operation by applicant, in 
interstate or foreign commerce, as a com- 
mon carrier by motor vehicle, over irreg- 
ular ae of (1) earth drilling ma- 
chinery and equipment, and (2) ma- 
‘chinery, equipment, materials, supplies, 
and pipe incidental to, used in, or in con- 
nection with (a) the transportation, in- 





olina, Georgia, and Florida; (2) between 
Archer, Baylor, Bosque, Brown, Callahan, 
Coke, Coleman, Comanche, Concho, 
Coryell, Eastland, Erath, Fisher, Haskell, 
Hamilton, Hood, Jack, "Johnson, Jones, 
Knox, Lampasas, McCulloch, Mills, No- 
lan, Parker, Runnels, San Saba, Shackel- 
ford, Stephens, Stonewall, Taylor, 
Throckmorton, Wise, and Young 

ties, Tex., on the one hand, and, on the 
other, points in Lea and Eddy Counties, 
N. Mex.; (3) (a) between points in Ken- 
tucky, South Carolina, Virginia, West 
Virginia, Ohio, Pennsylvania, and New 
York, (b) between points in Texas, Ar- 
kansas, Louisiana, Mississippi, Tennessee, 
Alabama, Georgia, and North Carolina, 
on the one hand, and, on the other, points 
in Kentucky, South Carolina, Virginia, 
West Virginia, Ohio, Pennsylvania, and 
New York; (4) (a) between points in 
Nevada, on the one hand, and, on the 
other, points in Montana, Utah, and Wy- 
oming, (b) between points in Nevada, 
on the one hand, and, on the other, points 
in Kansas, Texas, and Oklahoma; and 
(5) between points in Illinois, Indiana, 
Kentucky, and Tennessee; that applicant 
is fit, willing, and able properly of the 
Interstate Commerce Act and the Com- 
mission’s rules and regulations there- 
under. Because it is possible that other 
persons, who have relied upon the no- 
tice of the application as published, may 
have an interest in and would be preju- 
diced by the lack of proper notice of the 
authority described in the findings in 
this order, a notice of the authority ac- 
tually granted will be published in the 
FEDERAL REGISTER and issuance of a cer- 
: tificate in this proceeding will be with- 
held for a period of 30 days from the 
date of such publication, during which 
period any proper party in interest may 
file a petition to reopen or for other ap- 
propriate relief setting forth in detail 
the precise manner in which it has been 
so prejudiced. 

No. MC 124692 (Sub-No. 30) (Repub- 
lication) , filed January 3, 1967, published 
FEDERAL REGISTER issue of January 26, 
1967, and republished this issue. Ap 
cant: SAMMONS TRUCKING, a cor- 
poration, Post Office Box 933, Missoula, 
Mont. 59801. Applicant’s representative: 
Charles E. Nieman, 1160 Northwestern 
Bank Building; Minn. 55402. 
By application filed January 3, 1967, ap- 
plicant seeks a certificate of public con- 
venience and necessity authorizing op- 
eration, in interstate or foreign com- 
merce, as @ common carrier by motor 
vehicle, over irregular routes, of the com- 
modities from and to the points indicated 
be'>w, except metal buildings which are 
designed to be drawn by passenger ve- 
hicles. An order of the Commisston, Op- 
erating Rights Board dated November 30, 
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1967, and served December 7, 1967, as 
amended, finds that the present and 
future public convenience and necessity 
require operation by applicant, in inter- 
state or foreign commerce, as a common 
carrier by motor vehicle, over irregular 
routes, of pefabricated metal buildings, 
knocked down, prefabricated metal build- 
ing sections, knocked down, component 
parts thereof, equipment, materials, and 
supplies used in the installation, con- 
struction, or erection thereof (except 
commodities which, by reason of size or 
weight, require special equipment or 
special handling), from Evansville, Wis., 
to points in North Dakota, South Da- 
kota, Montana, Wyoming, Colorado, 
Utah, Idaho, Oregon, and Washington; 
that applicant is fit, willing, and able 
properly to perform such service and to 
conform to the requirements of the Inter- 
state Commerce Act and the Commis- 
sion’s rules and regulations thereunder. 
Because it is possible that other persons, 
who have relied upon the notice of the 
application as published, may have an in- 
terest in and would be prejudiced by the 
lack of proper notice of the authority 
described in the findings in this order, a 
notice of the authority actually granted 
will be published in the PeprraL REecIsTER 
and issuance of a certificate in this pro- 
ceeding will be withheld for a period of 
30 days from the date of such publica- 
tion, during which period any proper 
party in interest may file a petition to 
reopen or for other appropriate relief 
setting forth in detail the precise man- 
ner in which it has been so prejudiced: 
No. MC 128345 (Sub-No. 1) (Repub- 
lication), filed July 21, 1966, published 
FEDERAL REGISTER issues of April 6, 1967, 
May 18, 1967, May 25, 1967, and repub- 
lished this issue. Applicant: OTTO 
SCOTT TRUCKING CO., a a ee 
517 Tennessee Avenue, Chickasha, O 
73018. By application filed July 21, oan 
applicant seeks a certificate of public 
convenience and necessity authorizing 
operation, in interstate or foreign com- 
merce, as a common carrier by motor 
Vehicle, over irregular routes, of piggy- 
back trailers, loaded or empty, having a 
prior movement by rail, and containing 
general commodities when loaded, be- 
tween points in described portions of 
Oklahoma. That by order entered herein 
on September 29, 1967, the application 
was denied for failure of applicant to 
submit verified statements of public wit- 
nesses in support of the application es- 
tablishing with specificity the nature of 
the proposed service. A supplemental 
order of the Commission, Operating 
Rights Board dated November 20, 1967, 
and served December 8, 1967, as 
amended, finds that the present and 
future public convenience and necessity 
require operation by applicant, in inter- 
state or foreign commerce, as 2 common 
carrier by motor vehicle, over irregular 
routes, of general commodities (except 
those of unusual value, and classes A and 
B explosives), restricted to the trans- 
portation of traffic having a prior or sub- 
sequent movement by rail, between points 
in. Grady and Caddo Counties, Okla., 
those points in those parts of Stephens 
County, Okla., on and north of Okla- 


homa Highway 29; those points in those 
Parts of Garvin, McClain, and Cleveland 
Counties, Okla., on and west of Okla- 


and west of U.S. Highway 81 and on and 
south of Interstate Highway 40; that 
applicant is fit, willing, and able properly 
to perform such service and to conform 
to the requirements of the Interstate 
Commerce Act and the Commission’s 
rules and regulations thereunder. Be- 
cause it is possible that other parties, 
who have relied upon the notice of the 
application as published, may have an 
interest in and would be prejudiced by 
the lack of proper notice of the authority 
described in the findings in this order, 
a notice of the authority actually granted 
will be published in the Feperat REcIsTEer 
and issuance of a certificate in this pro- 
ceeding will be withheld for a period of 
30 days from the date of such publica- 
tion, during which period any proper 
party in interest may file a petition to 
reopen or for other appropriate relief 
setting forth in detail the precise manner 
in which it has been so prejudiced. 


APPLICATION FOR CERTIFICATE OR PERMIT 
Wauicu Is To Be Processep Concur- 
RENTLY WITH APPLICATIONS UNDER SEc- 
TION 5 GOVERNED BY SPECIAL RULE 1.240 
TO THE EXTENT APPLICABLE 


No. MC 109821 (Sub-No. 25), filed 
December 13, 1967. Applicant: H. W. 
TAYNTON COMPANY, INC., 40 Main 
Street, Wellsboro, Pa. Applicant’s repre- 
sentative: Robert De Kroyft, 24 Branford 
Place, Newark, N.J. 07102. Authority 
sought to operate as a common carrier, 
by motor vehicle, over regular routes, 
transporting: General commodities (ex- 
cept classes A and B explosives, house- 
hold goods as defined by the Commission, 
commodities in bulk, commodities requir- 
ing special equipment, and those com- 
modities injurious to other lading), (1) 
between Ithaca, N.Y., and Syracuse, 
N.Y., as follows: (a) From Ithaca over 
New York Highway 13 to Cortland, 
thence over U.S. Highway 11 to Syracuse; 
(b) from Ithaca over New York Highway 
13 to South Cortland, thence over New 
York Highway 281 to junction with U.S. 
Highway 11 at or north of Tully, thence 
over U.S. Highway 11 to Syracuse, and 
return over the same routes, serving all 
intermediate points; (2) between Au- 
burn, N.Y., and Syracuse, N.Y., as fol- 
lows: (a) From Auburn over New York 
Highway 5 to Syracuse; (b) from Auburn 
over U.S. Highway 20 to Skaneateles, 
thence over an unnumbered highway to 
Marcellus, thence over New York High- 
way 175 and New York Highway 20N to 

and return over the same 
routes, serving all intermediate points; 
(3) between Ithaca, N.Y., and Waverly, 
N.Y., as follows: (a) From Ithaca over 
New York Highway 79 to Richford, 
thence over New York Highway 38 to 
Oswego, thence over New York Highway 
17 to Waverly. 

(b) From Ithaca over New York High- 
way 96B to Candor, thence over New 
York Highway 96 to Owego, thence over 
New York Highway 17 to Waverly; (c) 
from Ithaca over New York Highway 13 
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to Elmira, thence over New York High- 
way 17 to Waverly; (d) from Ithaca over 
New York Highway 13 to junction with 
New York Highway 34, thence over New 
York Highway 34 to Waverly, and re- 
turn over the same routes, serving all 
intermediate points and the off-route 
‘points of Aurora, Cayuga, Kandaia, 
Lodi, MacDougall, Millport, Pine Valley, 
Sampson, Union Springs, Wellsburg, and 
Williard, N.Y., restricted to service be- 
tween the authorized points on said 
routes, on the one .-hand, and, on the 
other, points in Nos. (1) and (2) above; 
(4) between Ithaca, N.Y., and Auburn, 
N.Y., as follows: (a) From Ithaca over 
New York Highway 96 to Waterloo Junc- 
tion, thence over U.S. Highway 20 and 
New York Highway 5 to Auburn; (b) 
from Ithaca over New York Highway 34 
to Auburn; (c) from Ithaca over New 
York Highway 34 to junction with New 
York Highway 34B, thence over New 
York Highway 34B to junction with New 
York Highway 34 at Fleming, thence over 
New York Highway 34 to Auburn; (d) 
from Ithaca over New York Highway 13 
to junction with New York Highway 366, 
thence over New York Highway 366 to 
junction with New York Highway 38, 
thence over New York Highway 38 to 
Auburn, N.Y., and return over the same 
routes, serving all intermediate points 
and the off-route points of Aurora, Cayu- 
ga, Kandaia, Lodi, MacDougall, Millport, 
Pine Valley, Sampson, Union Springs, 
Wellsburg, and Willard, N.Y., restricted 
to service between the authorized points 
on said routes, on the one hand, and, on 
the other, points in Nos. (1) and (2) 
above. 

(5) "Between Ithaca, N.Y., and Watkins 
Glen, N.Y., as follows: From Ithaca over 
New York Highway 13 to junction with 
New York Highway 224, thence over New 
York Highway 224 to Watkins Glen, and 
return over the same route, serving all 
intermediate points and the off-route 
points of Aurora, Cayuga, Kandaia, Lodi, 
MacDougall, Millport, Pine Valley, Samp- 
son, Union Springs, Wellsburg, and 
Willard, N.Y., restricted to service be- 
tween the authorized points on said 
routes, on the one hand, and, on the 
other, points in Nos. (1) and (2) above. 
Note: This application is a matter di- 
rectly related to MC-F-9977, published 
in the Feperat Recister issue of Decem- 
ber 20, 1967. The instant application 
seeks to convert the certificate of regis- 
tration of Ithaca Delivery, Inc., under 

_MC 55817 (Sub-No. 3) into a certificate 
of ‘public convenience and necessity. Con- 
trol of the authorities of Ithaca Delivery, 
Inc., under MC 55817 and (Sub-No. 3) 
is being sought in the above referenced 
OR-9 application and temporary au- 
thority to control and operate the same 
is being sought in a concurrently filed 
BMC-46 application. Upon approval of 
this application and MC-—F-9977, the au- 
thority under MC 55818 and (Sub-No. 3) 
will be canceled. Applicant intends to 
tack the authority sought herein at 
points in New York with its existing au- 


thority. If a hearing is deemed neces- 
sary, applicant requests it be held at 
Washington, D.C. 


NOTICES 


APPLICATIONS UNDER SECTIONS 
5 AND 210a(b) 


The following applications are gov- 
erned by the Interstate Commerce Com- 
mission’s special rules governing notice 
of filing of applications by motor car- 
riers of property or passengers under 
sections 5(a) and 210a(b) of the Inter- 
state Commerce Act and certain other 
proceedings with respect thereto (49 
CFR 1.240). 


MOTOR CARRIERS OF PROPERTY 


No. MC-F-9248. (Republication) 
(CHICAGO-AURORA MOTOR SERV- 
ICE, INC. — Purchase (Portion) — 
JAMES V. SHEPLEY), published in the 
November 10, 1965, issue of the FepERaL 
REGISTER, On page 14185. By decision and 
order, Review Board No. 5, adopted the 
order of the hearing examiner served 
September 12, 1967, granting the section 
5 application, subject to conditions, ef- 
fective January 24, 1968. Operating rights 
granted in No. MC-14277 Sub-1, are as 
follows: General commodities, excepting, 
among others, household goods and com- 
modities in bulk, as a common carrier, 
over irregular routes, between points-in 
Illinois within the Chicago, Ill., com- 
mercial zone, on the one hand, and, on 
the other, points in that part of Illinois 
(including points on the indicated por- 
tions of the highways specified) bounded 
by a line commencing at the junction of 
Illinois Highway 7 and U.S. Highway 45, 
and extending south along U.S. Highway 
45 to the Kankakee County line, thence 
westerly along the Kankakee County line 
to the Grundy County line, thence north- 
erly along the Grundy County line to 
the Kendall County line, thence north- 
erly along the Kendall County line to 
US. Highway 30, thence northwesterly 
along U.S. Highway 30 to the Kane Coun- 
ty line, thence easterly along Kane 
County line to Du Page County line, 
thence easterly along the Du Page Coun- 
ty line to the Cook County line, thence 
southerly along the Cook County line to 
junction Illinois Highway 7, and thence 
easterly along Illinois Highway 7 to the 
point of beginning. 

No.. MC-F-9978. Authority sought for 
control and merger by INDIANHEAD 
TRUCK LINE, INC., 1947 West County 
Road C, St. Paul, Minn., of the operating 
rights and property of O. I. M. TRANSIT 
CORPORATION, Commerce Drive, Fort 
Wayne, es _and for acquisiiion by 
LESTER A. ‘WILSEY, JR., also of St. 
Paul, Minn., of control of such rights and 
property through the transaction. Ap- 
plicants’ attorney: Adolph J. Bieberstein, 
121 West Doty Street, Madison, Wis. 
53703. Operating rights sought to be con- 
trolled and merged: General commodi- 
ties, excepting, among others, household 
goods and commodities in bulk, as a 
common carrier, over regular routes, be- 
tween Kalamazoo, Mich., and Lansing, 
Mich., serving the off-route point of 
Byron Center, between Plainwell, Mich., 
and Holland, Mich.; serving all interme- 
diaté points, with restrictions; between 
Chicago, Ill., and junction U.S. Highway 
6 and Indiana Highway 9, near Kendall- 
ville, Ind., serving no intermediate points 


between Chicago, Ill., and junction US. 
Highways 6 and 41, serving no interme- 
diate points, with restrictions; between 
Willshire, Ohio, and Chattanooga, Ohio, 
serving no intermediate points; over nu- 
merous alternate routes for operating 
convenience only; general commodities, 
between Fort Wayne, Ind.,; and points in 
Michigan and Ohio, serving off-route 
points within 5 miles of Fort Wayne, 
Ind., and Beer Field, Ind., between 
Ohio points, serving all intermediate 
points, between Sturgis, Mich., and 
Coldwater, Mich., serving no interme- 
diate points; and new furniture, over 
irregular routes, from the plantsite of 
Lee-L. Woodard Sons, Inc., at Owosso, 
Mich., to Lansing, Mich. INDIANHEAD 
TRUCK LINE, INC., is authorized to 
operate as a common carrier in Wiscon- 
sin, Minnesota, Tlinois, Michigan, Iowa, 
South Dakota, North’ Dakota, Montana, 
Nebraska, Kansas, Indiana; Missouri, 
Arkansas, Kentucky, Oklahoma, Tennes- 
see, Ohio, Colorado, Wyoming, and 
Texas. Application has been filed for 
temporary authority under section 
210a(b). 

No. MC-F-9979. Authority sought for 
purchase by ROADWAY EXPRESS, 
INC., 1077 Gorge Boulevard, Post Office 
Box 471, Akron, Ohio 44309, of the oper- 
ating rights of HUB TRANSPORTA- 
TION CoO., INC., 558 River Street, Haver- 
hill, Mass. 01830, and for acquisition by 
GALEN J. ROUSH, also of Akron, Ohio, 
of control of such rights through the 
purchase. Applicants’ attorney: Russell 
R. Sage, 2001 Massachusetts Avenue 
NW., Washington, D.C. 20036. Operating 
rights sought to be transferred: Under 
a certificate of registration, in Docket 
No. MC-97921 Sub No. 3, covering the 
transportation of general commodities, 
as @ common carrier, in intrastate com- 
merce, within the State_of Massachu- 
setts. Vendee is authorized to operate 
as a common carrier in Alabama, Arkan- 


i, Missouri, 

Jersey, New York, North Carolina, Ohio, 
Oklahoma, Pennsylvania, Rhode Island, 
South Carolina, Tennessee, Texas, Vir- 
ginia, Wisconsin, West Virginia, and the 
District of Columbia. Application has not 
been filed for temporary authority under 
section 210a(b). Note: MC-2202 Sub 237 
is a matter directly related. 

No. MC-F-9980. Authority sought for 
purchase by GLOBAL VAN LINES, INC., 
Number One Global Way, Anaheim, 
Calif. 92803, of the operating rights and 
property of TRANS OCEAN VAN SERV- 
ICE OF HAWAII, c/o Joseph Rabin, 
8201 Beverly Boulevard, Suite 610, Los 
Angeles, Calif. 90043, and for acquisition 
by W. C. MOEN, MAX OLSAN, D. D. 
HEYDLAUFF, and E. W. SCHU- 
MACHER; all also of Anaheim, Calif., of 
control of such rights and property 
through the purchase. Applicants’ attor- 
ney: Alan F. Wohlstetter, One Farragut 
Square South, Washington, D.C. 20006. 
Operating rights sought to be trans- 
ferred: Household goods, as defined by 
the Commission; as a common carrier, 
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points in the United States (except 
Alaska). Application has been filed for 
temporary authority under section 
210a(b). 

No. MC-F-9981, Authority sought for 
purchase by KENMORE TRANSPOR- 
TATION CO., 22 Eskow Road, Worcester, 
Mass., of the operating rights and prop- 
erty of R & R TRANS., INC., 340 Franklin 
Street, Worcester, Mass., and for acquisi- 
tion by ABRAHAM SACK, 182 June 
Street, Worcester, Mass., of control of 
such rights and property through the 
purchase. Applicants’ attorney: Robert 
J. Gallagher, 66 Central Street, Wellesley, 
Mass. 02181. Operating rights sought to 
be transferred: Under a certificate of 
registration, in Docket No. MC-121045 
Sub-1, covering the transportation of 
general commodities, as a common car- 
rier, in intrastate commerce, within the 
State of Massachusetts. Vendee is au- 
thorized to operate as a common carrier 
in Massachusetts, New York, New Jersey, 
Connecticut, and Rhode Island. Applica- 
tion has been filed for temporary author- 
ity under section 210a(b). NOorTE: 
MC-59720 Sub-4, is a matter directly 
related. 

No. MC-F-9982. Authority sought for 
purchase by CLAY HYDER TRUCKING 
LINES, INC., 502 East Bridgers Avenue, 
Auburndale, Fla. 33823, of a portion of 
the operating rights of BONNEY 
MOTOR EXPRESS, INC., Post. Office 
Box 12388, Norfolk, Va. 23052, and for 
acquisition by COMMERCIAL C 
CORPORATION, and, in turn by GUY 
BOSTICK, both also of Auburndale, Fia., 
of control of such rights through the 
purchase. Applicants’ attorney: M. Craig 
Massey, 223 South Florida Avenue (Post 
Office Drawer J), Lakeland, Fla. 33802. 
Operating rights sought to be transfer- 
red: Canned goods, as a common car- 
rier, over irregular routes, from Cheri- 
ton and Hopeton, Va., points in Dela- 
ware, and points in Worcester, Wicomico, 
Somerset, Dorchester, Caroline, Talbot, 
and Queen Annes Counties, Md., to points 
in Virginia, from points in Northampton 
County, Va., to points in Georgia and 
Florida, traversing North Carolina and 
South Carolina for operating conven- 
ience only, from Cheriton, Va., to points 
in North Carolina and South Carolina; 
and frozen foods, from Crozet; Va:, to 
points in Florida, Georgia, and South 
Carolina. Vendee is authorized to operate 
as a common carrier in all points in the 
United States (except Alaska and 
Hawaii). Application has not been filed 
for temporary authority under section 
210a(b). 

No. MC-F-9983. Authority sought for 
purchase by WORSTER MOTOR LINES, 
INC., East Main Road, Rural Delivery 
No. 1, North East, Pa., of the operating 
rights of FINTON DELIVERY, INC., 55 
Linden Avenue, Salamanca, N.Y., and for 
acquisition by DAVID B. WORSTER, 


way 219 and New York Highway 18 and 
Franklinville, N.Y., serving Franklinville, 


Delaware, Maryland, Florida, West Vir- 
ginia, Illinois, Indiana, Michigan, Ohio, 
Maine, Minnesota, Vermont, New Hamp- 
shire, Virginia, South Carolina, Wiscon- 
sin, Kentucky, and the District of Colum- 
bia. Application has been filed for tem- 
porary authority under section 210a(b). 

No. MC-F-9984. Authority sought for 
purchase by METROPOLITAN TRUCK- 
ING, INC., 2424 95th Street, North Ber- 
gen, N.J. 07047, of the operating rights of 
HENRY J. BRINKER, INC. (ALFRED 
M. JAMES, Receiver), 75 Montgomery 
Street, Jersey City, N.J. 07302, and for 
acquisition by NICHOLAS J. MAN- 
GIONE, EDWARD MANGINO, and 
JOSEPH MANGINO, all also of North 
Bergen, N.J., of control of such rights 
through the purchase. Applicants’ at- 
torney and representative: .Charles J. 
Williams, 47 Lincoln Park, Newark, N.J. 
07102, and Alfred M. James, 75 Mont- 
gomery Street, Jersey City, N.J. 07302. 
Operating rights sought to be trans- 
ferred: General commodities, excepting 
among others, household goods and com- 
modities in bulk, as a common carrier, 
over irregular routes, between points in 
Bergen, Essex, Hudson, Middlesex, Mor- 
ris, Passaic, Somerset, and Union Coun- 
ties, N.J., on the one hand, and, on the 
other, New York, N.Y.; and calcium car- 

, from Hillside, NJ. to Tarrytown, 
NY. Vendee is authorized to operate as 
@ common carrier in New Jersey, New 
York, Connectictut, Pennsylvania, and 
the District of Columbia. Application has 
been filed for temporary authority under 
section 210a(b). 

No, MC-F-9985. Authority sought for 
purchase by CARGO-IMPERIAL 
FREIGHT LINES, INC., 23 South Essex 
Avenue, Orange, N.J., of the operating 
rights of MOORE’S MOTOR EXPRESS, 
INC., 26 Park Place, Pascoag, R.I., and 
for acquisition by COOPER-JARRETT, 
INC., and in turn by R. E. COOPER, JR.., 
also ‘of Orange, N.J., of control of such 
rights through the purchase. Applicants’ 
attorney: Irving Klein, 280 Broadway, 
New York, N.Y. 10007. Operating rights 
sought to be transferred: General com- 
modities, excepting, among others, 
household goods and commodities in 
bulk, as a common carrier, over irregular 
routes, between Providence, R.I., on the 
one hand, and, on the other, points in the 


Providence, North Smithfield, and 
Smithfield, Providence County, R.I.; and 
under a certificate of registration, in No. 
MC-14529 Sub-3, covering the transpor- 
tation of general commodities, as a com- 
mon carrier, in intrastate commerce, 
within the State of Rhode Island. Vendee 
is authorized to operate as a common 
carrier in New York, Massachusetts, 
Rhode Island, and Connecticut. Applica- 
tion has been filed for temporary au- 
thority under section 210atb). Nore: 
MC-114877 Sub-5 is a matter directly 
related. 


By the Commission. 


(szau] H. New Garson, 
Secretary. 


{F.R. Doc. 67-15042; Filed, Dec. 27, 1967; 
8:48 a.m.] 


NOTICE OF FILING OF MOTOR CAR- 
RIER INTRASTATE APPLICATIONS 


DEcEMBER 22, 1967. 

The following applications for motor 
common carrier authority to operate in 
intrastate commerce seek concurrent 
motor carrier authorization in interstate 
or foreign commerce within the limits 
of the intrastate authority sought, pur- 
suant to section 206(a) (6) of the Inter- 
state Commerce Act, as amended Octo- 


_ ber 15, 1962. These applications are 


governed by Special Rule 1.245 of the 
Commission’s rules of practice, pub- 
lished in the Freperat Recister, issue of 
April 11, 1963, page 3533, which provides, 
among other things, that protests and 
requests for information concerning the 
time and place of State Commission 
hearings or other proceedings, any sub- 
sequent changes therein, and any other 
related matters shall be directed to the 
State Commission with which the appli- 
cation is filed and shall not be addressed 
to or filed with the Interstate Commerce 
Commission, 

State Docket No. T-681 Sub 25, filed 
September 28, 1967. Applicant: HELMS 
MOTOR EXPRESS, INC., 1024 Rear 
North Second Street, Albermarle, N.C. 
28001. Applicant’s representative: 
Thomas D. Bunn, Post Office Box 527, 
Raleigh, N.C. Certificate of public con- 
venience and necessity sought to operate 
a freight service as follows: Transporta- 
tion of general commodities (Group 1), 
and Group 12 explosives and other dan- 
gerous articles, from Charlotte, N.C., 
over North Carolina Highway 49 to junc- 
tion of North Carolina Highway 160,~ 
thence over North Carolina Highway 160 
to junction U.S. Highway 29 (at or near 
Charlotte), and return over the same 
route, serving all intermediate points. 
Note: Notice of this application was 
timely filed with this Commission, but 
inadvertently the publication was over- 
looked. Hearing was held on November 
15, 1967, at the North Carolina Utilities 
Commission, Raleigh, N.C. At the hear- 
ing evidence was submitted with respect 
to both intrastate and interstate opera- 
tions. No objections were voiced and the 
North Carolina Utilities Commission 
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found that the present and future public 
convenience and necessity require the 
proposed operations in interstate and 
foreign commerce as well as in intrastate 
commerce. This publication is being 
made so that any party desiring to object 
to these findings insofar as they relate 
to operations in interstate or foreign 
commerce, may express such objection 
with the Interstate Commerce Commis- 
sion within 30 days from the date of this 
publication in the FEDERAL REGISTER. 

State Docket No. T-681 (Sub-No. 26), 
filed December 15, 1967. Applicant: 
HELMS MOTOR EXPRESS, INC., North 
Second Street, Albemarle, N.C. Appli- 
cant’s representatives: Bailey-Dixon & 
Wooten, 10th Floor, Insurance Building, 
Post Office Box 2246, Raleigh, N.C. Cer- 
tificate of public convenience and neces- 
sity sought to operate a freight-service as 
follows: (1) Transportation of general 
commodities (except those requiring spe- 
cial equipment over regular routes as 
follows) : (a) From Mocksville over U.S. 
Highway 64 to its intersection with Coun- 
ty Road 1306, 4 miles west of Mocksville, 
thence over County Road 1306, 5.6 miles 
to Iredell County line, thence over County 
Road 2126, 3.6 miles to its intersection 
with N.C. Highway 901, 1:4 miles south 
of Harmony, thence over N.C. Highway 
901 to Harmony and return over same 
route serving all intermediate points, 
(b) from Harmony over N.C. Highway 
901 to its intersection with N.C. Highway 
115, thence over N.C. Highway 115 to 
North Wilkesboro, and return over same 
route, serving all intermediate points, 
(c) from North Wilkesboro over N.C. 
Highway 268 to its intersection with U.S. 
Highway 321, 6 miles north of Lenoir and 
return over the same route, serving all 
intermediate points, (d) from the inter- 
section of U.S. Highway 601 and N.C. 
Highway 801, 2 miles east of Cooleemee, 
over N.C. Highway 801 to its intersection 
with U.S. Highway 158 approximately 12 
miles west of Winston-Salem and return 
over same route, serving all intermediate 
points. 

(e) From intersection of U.S. Highway 
64 and County Road 1605, 4 miles east 
of Mocksville over County Road 1605, 3 
miles to its intersection with County 
Road 1616, thence over County Road 
1616, 4.7 miles to its intersection with 
N.C. Highway 801 at Advance and return 
over same route, serving all intermediate 
points, (f) from the intersection of High- 
wgy 901 in Iredell County with County 
Road 1862, thence over County Road 1862 
to its intersection with County Road 
1896, and return over the same route, 
serving all intermediate points, (2) trans- 
portation of general commodities, except 
those requiring special equipment, as set 
forth in Group 1 of Rule 37 of the Com- 
mission’s rules and regulations for the 
administration and enforcement of the 
North Carolina Truck Act: From the in- 
tersection of North Carolina Highway 
268 and Wilkes County Road Number 
1957, 5.2 miles northeast of North Wilkes- 
boro, thence over County Road 1957 to 
County Road 1002 over the Community 
of Hays, thence over County Road 1002 
to its intersection with U.S. Highway 21, 


NOTICES 


and return over same route serving all 
intermediate points. Both intrastate and 
interstate authority sought. 

HEARING: Th 


1968, 10 a.m., temporary offices, North 


Carolina Utilities Commission, corner 


Edenton and Wilmington Streets, 
Raleigh, N.C. 27602. Request for pro- 
cedural information, including the time 
for filing protests, concerning this ap- 
plication should be addressed to the 
North .Carolina Utilities Commission, 
Post Office Box 991, Raleigh, N.C. 27602, 
and should not be addressed to the Inter- 
state Commerce Commission. 

State Docket No. T-681 (Sub-No. 27), 
filed December 15, 1967. Applicant: 
HELMS MOTOR EXPRESS, INC., North 
Second Street, Albemarle, N.C. Appli- 
cant’s representatives: Bailey-Dixon & 
Wooten, 10th Floor Insurance Building, 
Post Office Box 2246, Raleigh, N.C. Cer- 
tificate of public convenience and neces- 
sity sought to operate a freight service 
as follows: Transportation of general 
commodities (except those requiring spe- 
cial equipment), over regular routes 
between Winston-Salem and North 
Wilkesboro, N.C., over U.S. Highway 421, 
and return, serving all intermediate 
points. Both intrastate and interstate 
authority sought. 

HEARING: Friday, February 2, 1968, 
10 a.m., North Carolina Utilities Commis- 
sion, Temporary Offices, corner Edenton 
and Wilmington Streets, Raleigh, N.C. 
27602. Requests for procedural informa- 
tion, including the time for filing pro- 
tests, concerning this application should 
be addressed to the North Carolina Utili- 
ties Commission, Post Office Box 991, 
Raleigh, N.C. 27602, and should not be 
directed to the Interstate Commerce 
Commission. 


By the Commission. 


[SEAL] H. Net Garson, 
Secretary. 


[F.R. Doc. 67-15043; Filed, Dec. 27, “1967; 
8:48 a.m.] 


[Notice 517] 


MOTOR CARRIER TEMPORARY 
AUTHORITY APPLICATIONS 


DECEMBER 22, 1967. 


The following are notices of filing of 
applications for temporary authority 
under section 210a(a) of the Interstate 
Commerce Act provided for under the 
new rules of Ex Parte No. MC-67 (49 
CFR Part 340) published in the FepERAL 
REGISTER, issue of April 27, 1965, effective 
July 1, 1965. These rules provide that 

_protests to the granting of an applica- 
tion must be filed with the field official 
named in the FepErat RecisTEr publica- 
tion, within 15 calendar days after the 
date of notice of the filing of the appli- 
cation is published in the Feprerat Recis- 
TER. One copy of such protest must be 
served on the applicant, or its authorized 
representative, if any, and the protests 
must certify that such service has been 
made. The protests must be specific as 
to the service which such protestant can 
and will offer, and must consist of a 
signed original and six copies. 


A copy of the application is on file, 
and can be examined at the Office of the 
Secretary, Interstate Commerce Commis- 
sion, Washington, D.C., and also in the 
field office to which protests are to be 
transmitted. 


Motor CaRRIERS OF PROPERTY 


No. MC 504 (Sub-No. 92 TA), filed 
December 18, 1967. Applicant: HARPER 
MOTOR LINES, INC., 213 Long Avenue, 
Post Office Box 781, Elberton, Ga. 30635. 
Applicant’s representative: Guy H. Pos- 
tell, 1273 West. Peachtree Street NE., 
Atlanta, Ga. 30309. Authority sought to 
operate as a common carrier, by motor 
vehicle, over regular routes, transport- 
ing: General commodities, except those 


_of unusual value, classes A and B ex- 


plosives, household goods as defined by 
the Commission, .commodities in bulk, 
and those requiring special equipment, 
(1) between Blackshear, Ga., and Bax- 
ley, Ga., over State Highways Nos. 121 
and 15, ‘serving all intermediate points; 
(2) between Macon and Eastman, Ga., 
through Perry, Clinchfield, Hawkins- 
ville, Cochran, Empire, Dubois, and 
Greston, over State Highways Nos. 11, 
26, and 87; (3) between Macon and 
Americus, Ga., over Echeconnee, Fort 
Valley, Montezuma, and Oglethorpe, over 
State Highways Nos, 11 and 49; (4) be- 
tween Atlanta and Waycross, Ga., over 
Newnan, Moreland, Greenville, Harris, 
Clipley, Columbus, Cusseta, Dawson, 
Cuthbert, Colquitt, Bainbridge, Cairo, 
Thomasville, Quitman, Valdosta, and 
Homerville, over State Highways Nos. 14, 
41, 18, 55, 50, 1, and 33 (with closed 
doors between Atlanta and Columbus) ; 
with the right to operate between Val- 
dosta and Moody Field, Ga., as an off- 
route point, over State Highway No. 125 
and unnumbered highways; also with 
the right to serve Shellman, Ga., as an 
off-route point, over State Highway 41; 
(5) between Thomasville and Dawson, 
Ga., over Moultrie, Sylvester, and Al- 
ae over State Highways Nos. 35, 33, 
and 50. 


(6) Between Atlanta and Albany, Ga., 
over Griffin, Zebulon, Thomaston, But- 
ler, Ellaville, and Americus, over State 
Highway No. 3; also between Atlanta, 
Ga., and the Army Depot at Conley, Ga., 
over State Highways Nos. 42 and 54, 
without the privilege of handling traffic 
originating in Atlanta through inter- 
change or otherwise and destined to the 
Army Depot at Conley, with final des- 
tination Atlanta or for interchange in 
Atlanta. (7) Between Albany and Fort 
Gaines, Ga., over Newton, Leary, Mor- 
gan, and Edison, over State Highways 
Nos. 91 and 37; (8) between Albany and 
Thomasville, Ga., over Pelham and Ca- 
milla, over State Highway No. 3; (9) be- 
tween Macon and Eastman, Ga., over 
Cochran, Empire, Dubois, and Greston, 
State Highways Nos. 19 and 87; (10) 
between Harris and Columbus, Ga., over 
Warm Springs and Waverly Hall, State 
Highways Nos. 41, 85W-and 85 (with 
closed doors at Harris, Ga., except for 
points between Harris and Columbus), 
and without the right to pick up or de- 
liver at Warm Springs, Ga., except for 
traffic to or from points south of Warm 
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Springs; (11) between Moultrie, Ga., and 
the U.S. Government facility known as 
Hawthorne Flying School, located near 
State Highway 33, over all available 
highways; (12) between Moultrie, Ga., 
and the U.S. Government facility known 
as Sunset Airport, located near State 
Highway No. 35, over all available high- 
ways; (13) between junction State High- 
ways Nos. 62 and 91 and Bk uly, Ga., 
over Leary, State Highway No. 62, 
serving Edison as an off-route >oin* over 
State Highway No. 45; also between 
junction State — Nos. 62 and 91 
and Colquitt, Ga., over Newton, State 
Highway No. 91; also serving Damascus, 
Ga., as an off-route point, over State 
Highway No. 45 between Arlington and 
Colquitt, Ga. and over State Highway 
No. 200 between Newton and Blakely, 
Ga. 

(14) Between Macon and McRae, Ga., 
over Warner Robins, Hawkinsville, East- 
man, Godwinsville, Chauncey, Suomi, 
Aehord, and Helena, over State High- 
ways Nos. 11, 247, 11, and 27; (15) be- 
tween Quitman and Bainbridge, Ga., 
over Berlin, Moultrie, Funston, Harts- 
field, Camilla, and Vada, over State High- 
ways Nos. 33, 37, and 97, with the right 
to operate to Sale City and Pelham, Ga., 
over State Highway No. 93, as off-route 
points; (16) between Albany and Moul- 
trie, Ga., over Doerun and other inter- 
mediate points, over State Highway No. 
133; with the right to operate between 
Doerun and the junction of State High- 
ways 270 and 33 over State Highway No. 
270; (17) between Valdosta, Ga., and the 
Georgia-Florida State line, over Clyatt- 
ville, State Highway No. 31, with the 
right to serve the papermill near Val- 
dosta, Ga., as an off-route point; (18) be- 
tween Thomasville and Quitman, Ga., 
over Barwick, over State Highway No. 
122 and unnumbered county highway; 
also between junction of State Highway 
122 and unnumbered highway east of 
Thomasville. and junction of State High- 
ways Nos. 122 and 33, over Pavo, over 
State Highway an 122; also between 
Barwick, Ga., and junction of State 
Highways Nos. 133 and 35 South of 
Moultrie, over State Highway No. 133; 
(19) between Waycross, Ga., and the 
Georgia-Plorida State line, over Folks- 
ton, over State Highway No. 4 (U.S. 1 
and U.S. 23); (20) between Atlanta, Ga., 
and the junction of of State Highways Nos. 
8 and 85W (U8. alternate 27), over 
State Highway No. 85, with closed doors; 
(21) between Newton and Camilla, Ga., 
over State Highway No. 37; (22) between 
Waycross and Sy , Ga., over State 
Highway No. 50 (U.S. 82), serving all 
intermediate points, except with closed 
doors at Tifton for freight moving to, 
from, or through Valdosta, Macon, or 
Atlanta, and with closed doors at Tifton 
for freight to or from Albany. 

(23) Between Atlanta and Waycross, 
Ga., over State Highways Nos. 42, 19, 87, 
27, 19, and 4 (U.8. 23), with an alternate 
route between Hazelhurst and the junc- 
tion of State Highways Nos. 19 and 4, 
over State Highway 27 (US. 341), and 
State Highway No. 4 (US. 1); with 
closed doors at all intermediate points 


with open doors at Percale, Ga.; (24) be- 
tween Griffin and Forsyth, Ga., over 
Barnesville, over State Highways Nos. 7 
and 18, with closed doors at all inter- 


ville and Eastman, Ga., over State High- 

ways Nos. 7, 11, and 27 (U.S. 341), with 
closed doors at all intermediate points 
and at Barnesville and Eastman except 
for the purpose of connecting with other 
authorized route; junction of State High- 
ways 87 and 18 and Percale, over State 
Highway No. 18, with open doors at Per- 
cale, Ga.; (25) between Valdosta, Ga., 
and junction of State Highway Nos.33 
and 122, over State Highways.Nos. 94, 
76, and 122; also an alternate route be- 


of State Highway No. 94; (26) between 
Atlanta and Tucker, Ga., and points and 
places within 1 mile thereof, as off-route 
points, over all available rottes from At- 
lanta, Ga., without the right to deliver or 
to originate or to interchange freight at 
Atlanta. 

(27) Between Atlanta, Ga. and the 
Tucker-Stone Mountain District and/or 
Stone Mountain Industrial Park, over all 
available highways, as off-route points, 
for shipments originating at or destined 
to points on carrier’s authorized routes, 
without the right to deliver or to origi- 
nate or to interchange freight at Atlanta, 
Ga.; (28) between Atlanta, Ga., and the 
Georgia-South Carolina State line, over 
State Highway No. 403 (I-85), as an al- 
ternate route for operating convenience 
only; with entrance and exist to and from 
Interstate Highway No. I-85 restricted to 
those entrances and exists which connect 
directly with carrier’s other authorized 
routes; (29) between Atlanta, Ga., and 
the Georgia-Florida State line, over In- 
terstate Highway 75, as an alternate 
route for operating convenience only; 
with entrance and exist to and from In- 
terstate Highway No. 75 restricted to 


Interstate Highway 16; as an alternate 
route for operating convenience only; 
with entrance and exit to and from In- 


junction of Georgia Highway 26 and 
Georgia Highway 1 (U.S. 27 and 280), 
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over Georgia Highway 26 as an alternate 
route for operating: convenience only; 
with entrance and exit to and from Geor- 
gia Highways Nos. 26 and 1 (U.S. 27 and 
280) restricted to those entrances and 
exits which connect directly with car- 
rier’s other authorized routes. 

(33) Between Macon, Ga. and 

n, Ga., over Georgia Highway 
74 as an alternate route for operating 
convenience only; with entrance and exit 
to and from Georgia Highway No. 74 re- 
stricted to those entrances and exits 
which connect directly with carrier’s 
other authorized routes. (34) Between 
Americus, Ga., and Rochelle, Ga., over 
Georgia Highway 27 to junction of Geor- 
gia Highway 30 (U.S. 28), and thence 
over Géorgia Highway 30 to Rochelle as 
an alternate route for operating conven- 
fence only; with entrance and exit to and 
from Georgia Highways Nos. 27 and 30 
restricted to those entrances and exits 
which connect. directly with carrier’s 
other authorized routes; (35) between 
Rhine, Ga.,.and Vidalia, Ga., over Geor- 
gia Highway 30 as an alternate route for 
operating convenience only, with en- 
trance and exit to and from Georgia 
Highway No. 30 restricted to those en- 
trances and exits which connect directly 
with carrier’s other authorized routes; 
(36) between Lyons, Ga., and Savannah, 
Ga., over Georgia Highway No. 292 to 
Bellville, thence over Georgia Highway 
No. 30 to junction Georgia Highway 26, 
and thence over Georgia Highway No. 26 
to Savannah as an alternate route for 
operating convenience only; with en- 
trance and exit to and from Georgia 
Highways Nos. 292, 26, and 30, re- 
stricted to those entrances and exits 
which connect directly with carrier’s 
other authorized routes; (37) between 
Tifton, Ga., and Moultrie, Ga., over 
Georgia Highway No. 35 as an alternate 
route for operating convenience only; 
with entrance and exit to and from Geor- 
gia Highway No. 35 restricted to those 
entrances and exits which connect di- 
rectly with carrier’s other authorized 
routes, for 180 days. Supporting shippers: 
There are approximately 30 statements 
of support attached to the application, 
which may be examined here at the In- 
terstate Commerce Commission in Wash- 
ington, D.C., or copies thereof which may 
be examined at the field office named 
below. Nore: Applicant states to tack the 
authority here applied for to other 
authority _ by it, at ae potnts 
in Send protests to: William 
L. Scroggs, District Supervisor, Inter- 
state Commerce Commission, Bureau of 
Operations, Room 309, 1252 West Peach- 
tree Street NW., Atlanta, Ga. 30309. 

No. MC 29555 (Sub-No. 50 TA), filed 
December 19, 1967. : BRIGGS 
TRANSPORTATION CO., 2360 West 
County Road C, St. Paul, Mimn,. 55113. 
Applicant’s representative: Winston W. 
Hurd (same address as above). Authority 
sought to operate as a common carrier, 
by motor vehicle, over a routes, 
transpo: commodities, 
except those ‘ot ana value, livestock, 
classes A and B explostves, household 
goods as defined by the Commission, 
commodities in bulk, commodities requir- 


FEDERAL REGISTER, VOL, 32, NO. 250-——THURSDAY, DECEMBER 28, 1967 





20902 


ing special equipment (except those 
requiring temperature control), and 
those injurious or contaminating to other 
lading,-as a common carrier by motor 
vehicle in interstate or foreign com- 
merce serving Argonne Industrial Dis- 
trict, Du Page Township, Will County, 
Til. (plant location of Johnson & John- 
son), as an off-route point in connection 
with ‘applicant’s authorized regular route 
operations between the commercial zone 
of Chicago, Ill., and points in Iowa, 
Nebraska, Minnesota, and Wisconsin, 
over regular routes, with no local service 
between the Johnson & Johnson plant- 
site and points in the Chicago commer- 
cial zone, for 180 days. Nore: Applicant 
is for off-route authority in conjunction 
with present authority as delineated in 
Exhibit A. Supporting shipper: Johnson 
& Johnson, New Brunswick, N.J. Send 
protests to: District Supervisor, A. E. 
Rathert, Interstate Commerce Commis- 
sion, Bureau of Operations, 448 Federal 
Building and U.S. Courthouse, 110 South 
Fourth Street, Minneapolis, Minn. 55401. 
No. MC 66562 (Sub-No. 2280 TA), filed 
December 11, 1967. Applicant: RAIL- 
WAY EXPRESS AGENCY, INCORPO- 
RATED, 219 East 42d Street, New York, 
N.Y. 10017. Applicant’s representative: 
Elmer F. Slovacek, Suite 1008, 105 West 
Madison Street, Chicago, Ill. Authority 
sought to operate as a common carrier, 
by motor vehicle, over regular routes, 
transporting: General commodities mov- 
ing in express service, between Minneap- 
olis, Minn., and Kansas City, Mo.; from 
Minneapolis over U.S. Highway 65 to 
junction U.S. Highway 36, thence over 
U.S. Highway 36 to junction US. High- 
way 69, thence over U.S. Highway 69 to 
Kansas City, and return over the same 
route; serving the intermediate and/or 
off-route points of Lakeville, Farming- 
ton, Owatonna, and Albert Lea, Minn.; 
Mason City, Iowa Falls, Des Moines, 
Chariton, Lucas, Osceola, and Corydon, 
Iowa; Princeton, Trenton, and Chilli- 
cothe, Mo.; alternate authority, for 
operating convenience only, is requested 
over Interstate 35, as and where opened, 
for 120 days. Restrictions: (1) The serv- 
ice to be performed by the applicant 
shall be limited to that which is auxili- 
ary to or supplemental of express service 
of the Railway Express Agency, Inc. (2) 
Shipments transported by applicant shall 
be limited to those on through bills of 
lading or express receipts. (3) Such fur- 
ther. specific conditions as the Commis- 
sion, in the future, may find necessary 
té impose in order to restrict applicant’s 
operations to a service which is auxiliary 
to or supplemental of express service of 
the Railway Express Agency, Inc. Sup- 
porting shippers: There are approxi- 
mately 16 statements of support attached 
to the application, which may be exam- 
ined here at the Interstate Commerce 
Commission in Washington, D.C., or 
copies thereof which may be examined 
at the field office named below. Send pro- 
tests to: Stephan P. Tomany, District 
Supervisor, Interstate Commerce Com- 
mission, Bureau of Operations, 346 
Broadway, New York, N.Y. 10013. 


FEDERAL REGISTER, 


NOTICES 


No. MC 111729 (Sub-No. 254 TA), filed 
December 18, 1967. Applicant: AMERI- 
CAN COURIER CORPORATION, 222-17 
Northern Boulevard, Bayside, N.Y. 11361. 
Applicant’s representative: J.K. Murphy, 
President, 222-17 Northern Boulevard, 
Bayside, N.Y. 11361. Authority sought 
to operate as a common by 
motor vehicle, over irregular routes, 
transporting: (1) Between papers, 
records, and audit and accounting 
media of all kinds, between Atlanta, 
Ga., on the one hand, and, on the 
other, points in Duval eee Fia.., ‘ 
and points in Davidson County, Tenn.; 
(2) exposed and processed film aad 
prints, complimentary replacement 
film, incidental dealer handling supplies 
and advertising literature moving there- 
with (excluding motion picture film 
used p for commercial theatre 
and television exhibition) , between Novi, 
Mich., on the one hand, and, on the 
other, points in Ohio, and points in West 
Virginia, for 150 days. Supporting ship- 
pers: J. C. Penney Co., Inc., Post Office 
Box 1693, Atlanta, Ga. 30301; A.B.C. 
Photo, Inc., 1734 West Lafayette Boule- 
vard, Detroit, Mich. 48216. Send protests 
to: E. N. Carignan, District Supervisor, 
Interstate Commerce Commission, Bu- 
reau of Operations, 346 Broadway, New 
York, N.Y. 10013. 

No. MC 125608 (Sub-No. 6 TA), filed 
December 18, 1967. Applicant: VALER 
LUPU, doing business as VALER 
TRANSPORTATION COMPANY, 18615 
Dix Avenue, Melvindale, Mich. 48122. 
Applicant’s representative: Frank J. 
Kerwin, Jr., 900 Guardian Building, De- 
troit, Mich. 48226. Authority sought to 
‘operate as a contract carrier, by motor 
vehicle, over irregular routes, transport- 
ing: Beer and malt beverages, from 
St. Paul, Minn., to Detroit, Mich., under 
a continuing contract with Action Dis- 
tributing Co., Inc., of Detroit, Mich., for 
180 days. Supporting shipper: Action 
Distributing Co., Inc., 6011 Avery, Detroit, 
Mich. 48208. Send protests to: District 
Supervisor, Gerald J. Davis, Bureau of 
Operations, Interstate Commerce Com- 
mission, 1110 Broderick Tower, 10 
Witherell, Detroit, Mich. 48226. 

No. MC 126420 (Sub-No. 11 TA) (Re- 
publication), filed December 12, 1967, 
published in the Feperat RecIsTEr in no- 
tice No. 515, and republished this issue. 
Applicant: ALASKA STEAMSHIP COM- 
PANY, Pier 42, Seattle, Wash. 98134. Ap- 
plicant’s representative: Edward G. Low- 
ry Ill, 14th Floor, Norton Building, Se- 
attle, Wash. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: Gen- 
eral commodities (with the usual excep- 
tions), from Seattle, Wash., to points in 
Alaska over Washington Highway: to 
Puget Sound Terminal of Alaska Marine 
Highway System and then over system 
to Alaska, and return, for 150 days. Sup- 
porting shippers: The Seattle Chamber 
of Commerce, Pacific Fruit and Produce, 
Port of Seattle, Alaska Ferry-Belling- 
ham, Northern Commercial, Associated 


-Grocers, American Wholesale Grocers, 


Northwest Furniture Manufacturers, 
Northwest Fisheries Association, Van 


Waters & Rogers, Governor Hickel of 
Alaska, Pacific Marine 


.L. 

Davies, and Alaska Distributers. Send 
protests to: E. J. Casey, District Super- 
visor, Bureau of Operations, Interstate 
Commerce Commission, 6130 Arcade 
Building, Seattle, Wash. 98101. Nor: 
The purpose of this republication is to 
list the supporting shippers as shown 
above. Also, the statements from the 
above-named supporting shippers may 
niga ce at the field office named 

ve 

No. MC 129599 TA, filed December 18, 
1967. Applicant: WERMUTH CAL VAN 
STORAGE CoO., INC., 2224 Del Monte 
Avenue, Monterey, Calif. 93940. Appli- 
cant’s representative: Berol, Loughran & 
Geernaert, 100 Bush Street, San Fran- 
cisco, Calif. 94104. Authority sought to 
operate as a common carrier, by motor 


“vehicle, over irregular routes, transport- 


ing: Used household goods, as defined by 
the Commission in 17 MCC 467 between 
points in Monterey, Santa Cruz, San Be- 
nito, and San Luis Obispo Counties, 
Calif., for 180 days. Supporting shippers: 
Asiatic Forwarders Inc., 335—Valencia 
Street, San Francisco, Calif. 94103; 
HC&D Moving & Storage Co., Inc., 22 
Julian Avenue, San , Calif. 
94103. Send protests to: District Super- 
visor, William R. Murdoch, Interstate 
Commerce Commission, Bureau of Oper- 
ations, 450 Golden Gate Avenue, Box 
36004, San Francisco, Calif. 94102. 

No. MC 129603 TA, filed December 19, 
1967. Applicant: JOSEPH MOVING AND 
STORAGE Co., INC., doing business as 
ST. JOSEPH MOTOR LINES, 643 10th 
Street NW., Atlanta, Ga. 30318. Appli- 
cant’s representative: O. H. Weaver, Jr., 
Post Office Box 58, Griffin, Ga. 30223. 
Authority sought to operate as a common 
carrier by motor vehicle, over irregular 
routes, transporting: New furniture, 
kitchen cabinets, sink tops, and office 
and store fixtures, (1) from points in 
Georgia and ear Carolina to points in 
Alabama, Georgia, Kentucky, 
Louisiana, iaaeiot, North Carolina, 
South Carolina, Tennessee, Virginia, 
Connecticut, Delaware, Maryland, Mas- 
sachusetts, New Hampshire, New Jersey, 
New York, Pennsylvania, Rhode Island, 


“Vermont, and Washington, D.C., and (2) 


from points in Connecticut, Massachu- 
setts, and Vermont to points in Con- 
necticut, Delaware, Maryland, Massa- 
schusetts, New Hampshire, New Jersey, 
New York, Pennsylvania, Rhode Island, 
Vermont, Washington, D.C., Alabama, 
Florida, Georgia, Kentucky, Louisiana, 
Mississippi, North Carolina, South Caro- 
lina, Tennessee, and Virginia, for 180 
days. Supporting shippers: Boro Wood 
Products .Co., Inc., Bennettsville, S.C., 
Sparta Furniture Manufacturing Corp., 
Sparta, Ga., Hitchcock Chair Co., River- 
ton, Conn., Industrial Traffic Associates 
of Georgia, Inc., Atlanta, Ga., H. T. Cush- 
man Manufacturing Corp., North Ben- 
nington, Vt., Temple-Stuart Co., Furni- 
ture Manufacturers, Baldwinville, Mass., 
The George B. Bent Co., Inc., Gardner, 
Mass., and Nichols & Stone Co., Gardner, 
Mass. Send protests to: William L. 
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Scroggs, District Supervisor, Interstate 
Commerce Commission, Room 309, 1252 
West Peachtree Street, NW., Atlanta, Ga. 


Motor CARRIER OF PASSENGERS 


No. MC 129533 (Sub-No. 1 TA), filed 
December 13, 1967. Applicant: NATCHEZ 
TRANSIT LINES, INC., 3 South Circle, 
Natchez, Miss. 39120. Applicant’s repre- 
sentative: Fred J. Hawkins (same ad- 
dress as above). Authority sought to 
operate as a common carrier, by motor 
vehicle. over regular routes, transport- 
ing: Passengers, and baggage, mail, ex- 
press, and newspapers in the same ve- 
hicle with passengers, between Natchez, 
Miss., and Hattiesburg, Miss., serving all 
intermediate points, from Natchez, over 
U.S. Highway 61 and 84 to Washington, 
thence U.S. Highway 85 to Prentiss, 
thence Mississippi Highway 42 to junc- 
tion U.S. Highway 49, thence south on 
US. Highway 49 to Hattiesburg, and re- 
turn over the same routes. Note: Appli- 
cant intends to interline with other 
carriers at Hattiesburg, Prentiss, Brook- 
haven, and Natchez, Miss., for 150 days. 
Supporting shippers: There are approx- 
imately 28 statements of support at- 
tached to the application, which may be 
examined here at the Interstate Com- 
merce Commission in Washington, D.C., 
or copies thereof which may be examined 
at the field office named below. Send 
protests to: Floyd A. Johnson, District 
Supervisor, Bureau of Operations, Inter- 
state Commerce Commission, 312A U.S. 
Post Office and Courthouse, Jackson, 
Miss. 39201. 


By the Commission. 


[sEaL] H. Nett Garson, 
Secretary. 


[F.R. Doc. 67-15044; Filed, Dec. 27, _— 
8:48 a.m.] 


[Notice 66] 


MOTOR CARRIER TRANSFER 
PROCEEDINGS 


DEcEMBER 22, 1967. 

Synopses of orders entered pursuant 
to section 212(b) of the Interstate Com- 
merce Act, and rules and regulations 
prescribed thereunder (49 CFR Part 
279), appear below: 

As provided in the Commission’s spe- 
cial rules of practice any interested per- 
son may file a petition seeking recon- 
sideration of the following numbered 
proceedings within 20 days from the date 
of publication of this notice. Pursuant to 
section 17(8) of the Interstate Commerce 
Act, the filing of such a petition will post- 
pone the effective date of the order in 
that procéeding pending its disposition. 
The matters relied upon by petitioners 
must be specified in their petitions with 
particularity. 

No. MC-FC-69907. By order of Decem- 
ber 19, 1967, the Transfer Board ap- 
proved the transfer to Bath Lightning 
Express, Inc., Shortsville, N.Y., of cer- 
tificate in No. MC-9818, issued June 7, 
1951, to Louis Trudell, doing business as 
Bath Lightning Express, Bath, N.Y., au- 
thorizing the transportation of general 
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No. MC-—FC—70009. By order of Decem- 
ber 19, 1967, the Transfer Board ap- 
proved the transfer to C. Malone Truck- 
ing, Ine., Waltham, Mass., of that portion 
of the operating rights in certificate No. 
MC-113951, issued August 4, 1959, to 
M. D. Cressy Co., Inc., Charlestown Dis- 
trict, Boston, . authorizing the 


brooms, candles, and metal and wooden 
pails, between Somerville, Mass., and 
Newark, N.J., between Somerville, Mass., 
and Albany, N.Y., and over irregular 
routes, of paper and paper products, and 
articles used in connection with paper 
products, twine, clothespins, coat hang- 
ers, mops, brooms, candles, and metal 
and wooden pails, between Somersville, 
Mass., on the one hand, and, on the 
other, Ashuelot, Hinsdale, Keene, and 
Ashland, N.H.; Gilman, Bennington, and 
Wallingford, Vt.; Norwich and New Lon- 
don, Conn.; and Providence, R.I.; paper 
and paper products, and articles used in 
connection with paper products, twine, 
clothespins, coat hangers, mops, brooms, 
candles, and metal and wooden pails, ex- 
cept liquid or dry bulk commodities in 
bulk, in tank vehicles or hopper type ve- 
hicles, between Somerville, Mass., on the 
one hand, and, on the other, points in a 


and, on the other, points in Nassau 
County, N.Y., and those in a described 
portion of New York, and between Som- 
erville, Mass., on the one hand, and, on 
the other, points in a described 

of New York. Mary E. Kelley, 10 Tremont 
Street, Boston, Mass. 02108, attorney 
for transferee. Raymond E. Bernard, 60 
Brattle Street, Cambridge, Mass. 02138, 
attorney for transferor. 

No. MC-FC-—70070. By order of Decem- 
ber 14, 1967, the Transfer Board ap- 
proved the transfer to Jess R. Neufeld, 
Inc., New York, N.Y., of the operating 
rights in certificate No. MC—43888 issued 
November 16, 1955, to Jess R. Neufeld, 
New York, N.Y., authorizing the trans- 
portation of general commodities, except 
household goods, between New York, 
N-Y., on the one hand, and, on the other, 
points in New Jersey within 25 miles of 
Newark, N.J., and plastic film, cloth or 
sheeting, and resins, flakes, and granules 
used in the production of plastic film, 
between New York, N.Y., and Fleming- 
ton, N.J. John P. Walsh, 161 William 
Street, New York, N.Y. 10038, attorney 
for applicants. 

No. MC-FC-70076. By order of Decem- 
ber 19, 1967, the Transfer Board approved 
the transfer to Catencamp Transfer & 
Storage, Inc., Shawano, Wis., of permits 
Nos. MC-114052 (Sub-No. 2), and MC- 
114052 (Sub-No. 4) issued August 24, 
1956, and May 28, 1957, respectively, to 
Howard Catencamp, doing business as 
Catencamp Transfer & Storage, Sha- 
wano, Wis., and authorizing the trans- 


20903 
‘portation of liquid glue, in bulk, in tank 
vehicles, 


Iil., to Shawano, Wis. John T. Porter, 16 
North Carroll Street, 
53703, attorney, for applicants. ~ 

No. MC-FC-—70080. By order of Decem- 
ber 19, 1967, the Transfer Board ap- 
proved the transfer to James D. Griggs, 
doing business as J. D. Griggs Trucking 


C-121147 (Sub-No. 
, 1963, to E. J. 
Harrington, doing business as Harring- 
ton’s Organ Rental & Service, Chicago, 
Iil., and evidencing a right to transport 
musical instruments and equipment of 
bands and orchestras, and miscellaneous 
local cartage, within a 50-mile.radius of 
5113 North Kostner Avenue, Chicago, 
Til., as specified in certificate of public 
convenience and necessity No. 12584MC 
dated April 19, 1955, issued by the Ili- 
nois Commerce Commission. Robert H. 
Levy, 29 South La Salle Street, Chicago, 
Ill. 60603, attorney for applicants. 

No. MC-FC-—70082. By order of Decem- 
ber 19, 1967, the Transfer Board ap- 
proved the transfer to Siclari Trucking 
& Warehouse, Inc., Brooklyn, N.Y., of 
certificate No. MC-123188 issued July 7, 


- and hardboard, from points in the New 


York, N.Y., commercial zone, as defined 
by the Commission, to points in Bergen, 
Essex, Hudson, Union, Passaic, Middle- 
sex, and Somerset Counties, N.J., and 
Nassau and Westchester Counties, N.Y., 
and refused or returned shipments of 
these commodities, from points in the 
specified New Jersey and New York 
counties, to points in the New York, N.Y., 
commercial zone, as defined by the Com- 
mission. Wiliam D. Traub, 10 East 40th 
Street, New York, N.Y. 10016, practi- 
tioner for applicants. 

No. MC-FC—70083. By order of Decem- 
ber 20, 1967, the Transfer Board ap- 
proved the transfer to Lytle’s Transfer 
& Storage, Inc., Altoona, Pa., of certifi- 
cate No. MC-102971 (Sub-No. 1) issued 
February 1, 1956, to James A. Lytle, do- 
ing business as Lytle’s Transfer & Stor- 
age, Altoona, Pa., and authorizing the 
transportation of household goods, as 
defined by the Commission, from Al- 
toona, Pa., and points within 20 miles 
thereof, to points in Maryland, New Jer- 
sey, New York, Ohio, and the District of 
Columbia, and from points in the de- 
scribed destination territory to Altoona, 
Pa., and points within 50 miles thereof; 
household goods, as defined by the Com- 
mission, between points in Blair, Bed- 
ford, Huntingdon, Clearfield, and Cam- 
bria Counties, Pa., on the one hand, and, 
on the other, points in 14 States and the 
District of Columbia; and, household 
goods, between Philadelphia, Pa., on the 
one hand, and, on the other, Washington, 
D.C., and points in Pennsylvania, Mary- 
land, Delaware, New Jersey, and New 
York. Robert H. Griswold, Post Office 
Box 432, Harrisburg, Pa. 17108, attorney 
for applicants, 
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No. MC-FC-—70085. By order of Decem- 
ber 19, 1967, the Transfer Board ap- 
proved the transfer to Cam & Sons Mo- 
tor. Transportation, Inc., Fitchburg, 
Mass., of the operating rights in Permit 
No. MC-—10360 issued July 31, 1958, to 
T. L. Clunan Motor Transportation, Inc., 
Fitchburg, Mass., authorizing the trans- 
portation, over irregular routes, of tex- 
tile products and textile machinery, be- 
tween Fitchburg, Mass., on the one hand, 
and, on the other, points in Massachu- 
setts, Connecticut, Rhode Island, New 
Hampshire, Vermont, and New York. 
Arthur A. Wentzell, Post Office Box 720, 
Worcester, Mass. 01601, representative 
for applicants. 

No. MC-FC-—70095. By order of Decem- 
ber 20, 1967, the Transfer Board ap- 
proved the transfer to Dale Snyder and 
Marvin Huelsing, a partnership, doing 
business as Breda Truck Line, Breda, 
Iowa, of certificate No. MC-2775 issued 
December 13, 1966, to Vincent Snyder 
and Dale Snyder, a partnership, doing 
business as Breda Truck Line, Breda, 
Iowa, and authorizing the transportation 
of livestock and agricultural products, 
from Arcadia, Iowa, to Omaha, Nebr., 
serving all intermediate and off-route 
points within 15 miles of Arcadia, from 
Arcadia over Iowa Highway 285 to junc- 
tion U.S. Highway 30, thence over US. 
Highway 30 to Missouri Valley, Iowa, and 
thence over U.S. Highway 75 to Omaha; 
and building materials, feed, including 
mineral feeds, farm machinery and 
parts, hardware, twine, lubricating oils 
and greases, wire, and fencing, from 
Omaha, Nebr., to Arcadia, Iowa, serving 
all intermediate and off-route points 
within 15 miles of Arcadia, from Omaha, 
Nebr., over the above-specified route to 
Arcadia. Dale Snyder, Breda, Iowa, 51436, 
representative for applicants. 

No. MC—FC-70098. By order of Decem- 
ber 19, 1967, the Transfer Board ap- 
proved the transfer to B..T. Hall, doing 
business as B.-T. Hall Trucking, 2753 
North 32d, Kansas City, Kans. 66104, of 
the certificate in No. MC-—118985 (Sub- 
No. 2), issued January 30, 1964, to H. L. 
Sewell and Lester Foster, a partnership, 
doing business as Sewell Trucking, 6703 
Hunter, Raytown, Mo. 64133, authorizing 
the transportation of sand and gravel, 
in bulk, from Muncie, Kans., and points 
within 5 miles thereof, to points within a 
specified Missouri territory. 

[SEAL] H. Net Garson, 

Secretary. 


[F.R. Doc. 67-15045; Filed, Dec. 27, 1967; 
8:48 a.m.] 


[Notice 1136] 


MOTOR CARRIER, BROKER, WATER 
CARRIER, AND FREIGHT FOR- 
WARDER APPLICATIONS 


DECEMBER 22, 1967. 


The following applications are gov- 
erned by Special Rule 1.247 of the 


1 Copies of Special Rule 1.247 (as amended) 
can be obtained by writing to the Secre- 
tary, Interstate Commerce Commission, 
Washington, D.C. 20423. 


FEDERAL REGISTER, 


effective May 20, 1966. These rules pro- 
vide, among other things, that a protest 
to the granting of an application must 
be filed with the Commission within 30 
days after date of notice of filing of the 
application is published in the Frprera. 
REGISTER. Failure seasonably to file a 
protest will be construed as a waiver of 
opposition and participation in the pro- 
ceeding. A protest under these rules 
should comply with § 1.247(d) (3) of the 
rules of practice which requires that it 
set forth specifically the grounds upon 
which it is made, contain a detailed state- 
ment of protestant’s interest in the pro- 
ceeding (including a copy of the specific 
portions of its authority which protes- 
tant believes to be in conflict with that 
sought in the application, and describing 
in detail the method—whether by 
joinder, interline, or other means—by 
which protestant would use such author- 
ity to provide all or part of the service 
proposed) , and shall specify with partic- 
ularity the facts, matters, and things 
relied upon, but shall not include issues 
or allegations phrased generally. Protests 
not in reasonable compliance with the 
requirements of the rules may be re- 
jected. The original and one copy of the 
protest shall be filed with the Commis- 
sion, and a copy shall be served concur- 
rently upon applicant’s representative, 
or applicant if no representative is 
named. If the protest includes a request 
for oral ‘hearing, such requests shall 
meet the requirements of § 1.247(d) (4) 
of the special rule, and shall include the 
certification required therein. 

Section 1.247(f) of the Commission’s 
rules of practice further provides that 
each applicant shall, if protests to its 
application have been filed, and within 
60 days of the date of this publication, 
notify the Commission in writing (1) 
that it is ready to proceed and prosecute 
the application, or (2) that it wishes to 
withdraw the application, failure in 
which the application will be dismissed 
by the Commission. 

Further processing steps (whether 
modified procedure, oral hearings, or 
other procedures) will be determined 
generally in accordance with the Com- 
mission’s General Policy Statement Con- 
cerning Motor Carrier Licensing Proce- 
dures, published in the FepEraL REGISTER 
issue of May 3, 1966. This assignment 
will be by Commission order which will 
be served on each party of record. 

The publications hereinafter set forth 
reflect the scope of the applications as 
filed by applicants, and may include de- 
scriptions, restrictions, or limitations 
which are not in a form acceptable to 
the Commission. Authority which ulti- 
mately may be granted as a result of the 
applications here noticed will-not neces- 
sarily reflect the phraseology set forth in 
the application as filed, but also will 
eliminate any restrictions which are not 
acceptable to the Commission. 

No. MC 431 (Sub-No. 6), filed Decem- 
ber 1, 1967. Applicant: SOUTH BEND 
TRANSFER -INC., First and Alder 


— South Bend, Wash. 98586. Appli- 

8 representative: W. R. Lorentson, 
Bon 253, 111 Maple “Street, South Bend, 
Wash. 98586. Authority sought to operate 
as a common carrier, by motor vehicle, 


thence over U.S. Highway 410 to oente 
= from junction U.S. Highway 101 
Washington Highway 107, over 

wosbtnoten Highway 107 to junction U.S. 
Highway 410 at or near Montesano) 
thence over Interstate Highway 5 to 
Seattle, and return over the same routes, 
serving the intermediate point of 
Tacoma. Note: Applicant states that it 
will tack with its existing authority and 
interline with other carriers. If a hear- 
ing is deemed necessary, applicant re- 
quests it be held at Seattle, Wash., or 
Portland, Oreg. 

No. MC 1641 (Sub-No. 78), filed 
December 8, 1967. Applicant: PEAKE 
TRANSPORT SERVICE, INC., Box 366, 
Chester, Nebr. 68327. Applicant’s repre- 
sentative: R. B. Parker (same address as 
applicant). Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: 
Fertilizers and fertilizer materials, from 
points in Lancaster County, Nebr., to 
points in Iowa, Kansas, Nebraska, Mis- 
souri, South Dakota, Wyoming, and 
Colorado. Note: If a hearing is deemed 
necessary, applicant requests it be held 
at Sioux City, Iowa, or Omaha, Nebr. 

No. MC 16831. (Sub-No. 15), filed 
December 11, 1967. Applicant: / 
LAVERNE W. SIMPSON, doing business 
as MID SEVEN TRANSPORTATION 
COMPANY, 2323 Delaware Avenue, Des 
Moines, Iowa 50317. Applicant’s repre- 
sentative: Robert L. Page (same address 
as applicant). Authority sought to 
operate as a common carrier, by motor 
vehicle, over regular routes, transport- 
ing: Aluminum sheets, bars, tubing, 
structurals, extrusions, and plates, in 
mixed shipments with iron and steel 
articles and moving in the same vehicle 
at the same time with iron and steel 
articles, (1) between Chicago, Ill., and 
Des Moines, Iowa, over Interstate High- 
way 80, serving no intermediate points 
and (2) between Chicago, Ill., and junc- 
tion Interstate Highways 55 and 80, over 
Interstate Highway 55, serving no inter- 
mediate points. Nore: if a hearing is 
deemed necessary, —— requests it 
be held at Chicago, Til . or Des Moines, 
Iowa. 

No. MC 20872 (Sub-No. 10), filed 
December 11, 1967. Applicant: LIME 
CITY TRUCKING COMPANY, INCOR- 
PORATED, 1455 Swan Street, Hunting- 
ton, Ind. 46750. Applicant’s representa- 
tive: Donald W. Smith, 511 Fidelity 
Building, Indianapolis, Ind. 46204. 
Authority sought to operate as a common 
carrier, by motor vehicle, over regular 
routes, transporting: General commodi- 
ties (except those of unusual value, 
classes A and B-explosives, livestock, 
household goods as defined by the Com- 
mission, commodities in bulk, and those 
requiring special equipment) , serving the 
plantsite of Huffer Foundry Co., Inc., 
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near Warsaw, Ind., as an off-route point 
in connection with applicant’s regular 
route operations to and from Warsaw, 
Ind. Note: If a hearing is deemed neces- 
sary, applicant requests it be held at 
Indianapolis, Ind., or Chicago, Tl. 

No. MC 30237 (Sub-No. 13), filed 
December 11, 1967. Applicant: YEATTS 
TRANSFER COMPANY, a corporation, 
Post Office Box 666, Altavista, Va. 24517. 
Applicant’s representative: Eston H. Alt, 
Post Office Box 81, Winchester, Va. 22601. 
Authority sought to operate as a com- 
mon carrier, by motor vehicle, over ir- 
regular routes, transporting: New furni- 
ture, as described in appendix II to the 
report in Descriptions in Motor Carrier 
Certificates, 61 M.C.C. 209, from Saddle 
Brook, N.J., to points in Delaware, Mary- 
land, North Carolina, Virginia, West 
Virginia, and the District of Columbia. 
Note: If a hearing is deemed necessary, 
applicant requests it be held at Wash- 
ington, D.C. ! 

No. MC 30844 (Sub-No. 246), filed 
December 8, 1967. Applicant: KROBLIN 
REFRIGERATED XPRESS, INC., 2125 
Commercial, Waterloo, Iowa 50704. Ap- 
plicant’s representative: Truman A. 
Stockton, Jr., The 1650 Grant Street 
Building, Denver, Colo. 80202. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Frozen potatoes, and po- 
tato products, (1) from Presque Isle and 
Portland, Maine, to points in New York 
(except those in Suffolk, Westchester, 
Rockland, Nassau Counties, and the 
Boroughs of Queens, Brooklyn, Bronx, 
Richmond, and Manhattan), Pennsyl- 
vania (except those in Montgomery, 
Bucks, and Delaware Counties, and 
Philadelphia), West Virginia, and Ken- 
tucky, (2) from Washburn and Belfast, 
Maine, and Watertown, Mass., to points 
in New York (except those in Suffolk, 
Westchester, Rockland, Nassau, and the 
Boroughs of Queens, Brooklyn, Bronx, 
Richmond, and Manhattan), Pennsyl- 
vania (except those in Montgomery, 
Bucks, and Delaware Counties, and 
Philadelphia), West Virginia, Kentucky, 
Ohio, Indiana, and Michigan, and (3) 
from Easton, Maine;-to points in New 
York (except those in Suffolk, West- 
chester, Rockland, Nassau Counties, and 
the Boroughs .of Queens, Brooklyn, 
Bronx, Richmond, and Manhattan), 
Pennsylvania (except those in Montgom- 
ery, Bucks, and Delaware Counties, and 
Philadelphia), West Virginia, and Ken- 
tucky. Note: Applicant indicates tack- 
ing at points in Indiana with present 
authority serving points in Iowa, Ne- 
braska, Missouri, Kansas, Arkansas, 
Colorado, Oklahoma, and Texas. Com- 
mon control may be involved. If a hear- 
ing is deemed necessary, applicant, re- 
quests it be held at Portland or Augusta, 
Maine. 

No. MC 45657 (Sub-No. 47), filed 
December 6, 1967. Applicant: PIC- 
WALSH FREIGHT CO., a corporation, 
731 Campbell Avenue, St. Louis, Mo. 
63147. Applicant’s representative: David 
I. Harfeld, 39 South La Salle Street, 
Chicago, Ill. 60603. Authority sought to 
operate as a common earrier, by motor 
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vehicle, over regular routes, transport- 
ing: General commodities, except those 
of unusual value, classes A and B ex- 
plosives, household goods, as defied by 
the Commission, commodities in bulk, 
and those requiring special equipment, 
(1) between Memphis, Tenn., and Chi- 
cago, Ill., from Memphis over U.S. High- 
way 51 to junction Illinois Highway 37, 
thence over Illinois Highway 37 to junc- 
tion-U.S. Highway 45, thence over US. 
Highway 45 to junction U.S. Highway 66 
and thence r U.S. Highway 66 to Chi- 
cago, and return over the same route, 
serving no intermediate points, except 
Salem and Effingham, Il., for purposes of 
joinder only, (2) between Tupelo, Miss., 
and Chicago, Ill., from Tupelo over U.S. 
Highway 45 to junction U.S. Highway 
45E, thence over U.S. Highway 45E to 
junction U.S. Highway 51, thence over 
U.S. Highway 51 to junction Ilinois 
Highway 37, thence over Illinois High- 
way 37 to junction U.S. Highway 45, 
thence over U.S. Highway 45 to junction 
US. Highway 66, thence over U.S. High- 
way 66 to Chicago, and return over the 
same route, serving no intermediate 
points, except at Salem and Effingham, 
Iil., for purposes of joinder only, and 
(3) between Tupelo, Miss., and St. Louis, 
Mo., from Tupelo over U.S. Highway 45 to 
junction U.S. Highway 45E, thence over 
U.S. Highway 45E to junction U.S. High- 
way 51, thence over U.S. Highway 51 to 
junction Illinois Highway 3, thence over 


Illinois Highway 3 to St. Louis, and re- - 


turn over the same route, serving no 
intermediate points, as an alternate 
route for operating convenience only in 
connection with carrier’s presently au- 
thorized regular-route operations be- 
tween Tupelo, Miss., and Memphis, 
Tenn., on the one hand, and, on the 
other, Chicago, Ill. St. Louis, Mo., 
Springfield and Vandalia, Ohio, and 
other authorized points east thereof. 
Nore: If a hearing is deemed necessary, 
at requests it be held at Chicago, 


No. MC 59499 (Sub-No. 11) (Cor- 
rection) , filed October 27, 1967, published 
FEDERAL REGISTER issue of November 23, 
1967, and republished as corrected this 
issue. Applicant: UNITED MOTOR 
FREIGHT TERMINAL, INC., 3700 First 
Avenue South, Birmingham, Ala. 35222. 
Applicant’s representative: R. J. Reyn- 
olds III, 403 Healey Building, Atlanta, 
Ga. 30303. Authority sought to operate 
as a common carrier, by motor vehicle, 
over regular routes, transporting: Gen- 
eral commodities (except those of un- 
usual value, classes A and B explosives, 
livestock, household goods as defined by 
the Commission, eommodities in bulk, 


rman, Miss., over U.S. Highway 78, 
serving the intermediate point of Guin, 
Ala., for purposes of joinder only, and 
serving Tupelo, Miss., and all interme- 
diate and off-route points within 15 air 
miles of Birmingham, (2) between Tu- 
pelo, Miss., and Selmer, Tenn., over U.S. 
Highway 45, serving all intermediate 
points, (3) between Guin, Ala., and Tu- 
pelo, Miss.; from Guin over U.S. Highway 


278 to junction U.S. Highway 45. thence 
over U.S. Highway 45 to junction Mis- 
sissippi Highway 41, thence over Missis- 
sippi Highway 41 to Okolona, Miss., 
thence over Mississippi Highway 45W to 
junction U.S. Highway 45 (near Shan- 
non, Miss.) , thence over U.S. Highway 45 
to Tupelo, Miss., and return over the 
same route, serving Guin for purposes of 
joinder only; and serving the inter- 
mediate and off-route points of Amory 
and Okolona, Miss., (4) serving points 
in Lee County, Miss., as intermediate and 
off-route points in connection with appli- 
cant’s regular route operations to, from, 
and through Tupelo, Miss., and (5) serv- 
ing Buchanan, Ga., as an off-route point 
in connection with applicant’s authorized 
regular route authority between Atlanta, 
Ga., and Birmingham, Ala. Nore: Ap- 
plicant states service to points proposed 
on route (1), (2), (3), and (4) above 
shall be limited to traffic moving from, 
to, or through Birmingham, Ala., or 
points within 15 air miles thereof. The 
purpose of this republication is to add 
the intermediate point of Tupelo, Miss., 
in (1) above, inadvertently omitted in 
previous publication. If a hearing is 
deemed necessary, applicant requests it 
be held at Birmingham, Ala., Atlanta, 
Ga., and Tupelo, Miss. 

No. MC 61592 (Sub-No. 93), filed De- 
cember 11, 1967. Applicant: JENKINS 
TRUCK LINE, INC., 3708 Elm Street, 
Bettendorf, Iowa 52722. Applicant’s rep- 
resentative: R. Connor Wiggins, Jr., 
Suite 909, 100 North Main Building, 
Memphis, Tenn. 38103. Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transport- 
ing: Composition roofing and building 
slabs and equipment, materials, and sup- 
plies used in the installation thereof, . 
from Terry, Miss., to points in Illinois, 
Indiana, Iowa, Kansas, Michigan, Mis- 
souri, Nebraska, North Dakota, Ohio, 
Pennsylvania, South Carolina, Virginia, 
West Virginia, and Wisconsin. Nore: If 

a hearing is deemed necessary, applicant 
sues it be held at Jackson, Miss. 

No. MC 73165 (Sub-No. 239) (Amend- 
ment), filed October 23, 1967, published 
in the Preperat Recister issue of Novem- 
ber 9, 1967, amended December 12, 1967, 
and republished as amended, this issue. 
Applicant: EAGLE MOTOR LINES, INC., 
Post Office Box 1348, Birmingham, Ala. 
35201. Applicant’s representative: Rob- 
ert M. Pearce, Post Office Box E, Bowling 
Green, Ky. 42101. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport- 
ing: (1) Material handling equipment; 
winches; compaction and roadmaking 
equipment, rollers, self-propelled and 
non-self-propelled; mobile cranes; and 
highway freight trailers, and (2) parts, 
attachments, and accessories for the 
commodities described in (1) above, be- 
tween the plantsites of the Hyster Co. 
located at or near Danville, Kewanee, 
and Peoria, Ill., on the one hand, and, on 
the other, points in Alabama, Arkansas, 
Piorida, Louisiana, Mississippi, oe. 
Tennessee, and Texas, restricted to the 
handling of traffic originating at or des- 
tined to the above-named plantisites. 
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Nore: The purpose of this republication 


is to widen the scope of the authority 
sought. If a hearing is deemed necessary, 
applicant requests it be held at Louisville, 
Ky., or Nashville, Tenn, 

No. MC. 80847 (Sub-No. 5), filed De- 
cember 5, 1967. Applicant: J. B. ACTON, 
INC., 216 Southwest Boulevard, Kansas 
City, Mo. 64108. Applicant’s representa- 
tive: Elbert C. Wilson, 5402 West Skelly 
Drive, Tulsa, Okla. 74131. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: (1) Iron and steel articles, 
in bales or bundles, weighing 2,000 
pounds or more each, which require the 
use of special equipment: plates, posts, 
angles, forms, sheets, rounds, 
beams, ingots, piling, billets, blooms, re- 
inforcing rods, bards, wire mesh, and 
pipe; from Houston, Beaumont, Port 
Arthur, Corpus Christi, Galveston, 
Orange, Victoria, Baytown, Eagle Pass, 
Laredo, Brownsville, Port Isabel, Hidalgo, 
and Presidio, Tex., to points in Kansas, 
Oklahoma, Texas, New Mexico, Arkan- 
sas, and Louisiana, and (2) iron and steel 
articles, weighing 2,000 pounds or more 
each, requiring the use of specia! equip- 
ment: Sheets, beams, plates, and coils, 
from Houston, Beaumont, Port Arthur, 
Corpus Christi, Galveston, Orange, Vic- 
toria, Baytown, Eagle Pass, Laredo, 
Brownsville, Port Isabel, Hidalgo, and 
Presidio, Tex., to points in Texas. NoTE: 
Applicant states it presently holds cer- 
tificate of public convenience and neces- 
sity No. MC 80847 Sub 2, in which it is 
authorized to serve over irregular routes: 
Oil-field equipment, machinery, and ma- 
terials, between points in Kansas, Okla- 
homa, Texas, New Mexico, Arkansas, and 
Louisiana. To the extent that articles 
listed in proposed authority would move 
as oil-field equipment, machinery, and 
materials the proposed authority will 
duplicate that presently held in MC 
80847 Sub 2. If a hearing is deemed neces- 
sary, applicant requests it be held at 
Houston, Tex., or Tulsa, Okla. 

No. MC 87861 (Sub-No. 10), filed De- 
cember 11, 1967. Applicant: BELL DIA- 
MOND EXPRESS, INC., 6901 North 
Michigan Road, Indianapolis, Ind. 46268. 
Applicant’s representative: Warren C. 
Moberly, 1212 Fletcher Trust Building, 
Indianapolis, Ind. 64204. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Finished and unfinished 
railroad ties, timbers, and other forest 
preducts, from Louisville, Ky., to points 
in Illinois, Michigan, Ohio, Indiana, Wis- 
consin, Missouri, West , and 
Pennsylvania. Note: If a hearing is 
deemed necessary, applicant requests 
it be held at Louisville, Ky., or Indian- 
apolis, Ind. 

No. MC 89697 (Sub-No. 24), filed De- 
cember 12, 1967. Applicant: KRAJACK 
TANK LINES, INC., 480 East Westfield 
Avenue, Roselle Park, N.J. Applicant’s 
representative: Bert Collins, 140 Cedar 
Street, New York, N.Y. 10006. Authority 
sought to operate as a common carrier, 
A motor vehicle, over irregular routes, 

Dry chemicals (except 
caltines chloride) in bulk, in tank or 
hopper-type vehicles, from Solvay, N.Y., 
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to points in Connecticut, Delaware, 
Maine, Maryland, Massachusetts, New 
Hampshire, New Jersey, New York, 
Pennsylvania, Rhode Island, and Ver- 
mont. Note: If a hearing is deemed 
necessary, applicant requests it be held 
at New York, N.Y., or Washington, D.C. 

No. MC 93944 (Sub-No. 5), filed De- 
cember 4, 1967. Applicant: DANELLA 
BROS., INC., 250 Diamond Avenue, 
Norristown, Pa. 19401. Applicant’s rep- 
resentative: Alan Kahn, 1920 Two Penn 
Center Plaza, Philadelphia, Pa.. 19102. 
Authority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Lime, lime prod- 
ucts, limestone, limestone products, slag, 
slag products, gravel, concrete miz, 
mortar mix, sand mix, sand, cements, 
fertilizer, ammonia sulphate, sulphate 
phosphate, ‘superphosphate, salt, bitumi- 
nous concrete and ores, between points 
in Berks, Bucks, Chester, Lehigh, Mont- 
gomery, Northampton, and Philadelphia 
Counties, Pa., on the one hand, and, on 
the other, points in Connecticut, Dela- 
ware, Maine, Maryland, Massachusetts, 
New Hampshire, New Jersey, New York, 
North Carolina, Pennsylvania, Rhode 
Island, South Carolina, Vermont, Vir- 
ginia, and the District of Columbia. 
Note: If a hearing is deemed necessary, 
applicant requests it be held at Philadel- 
phia, Pa., or Washington, D.C. 

No. MC 100449 (Sub-No. 12), filed No- 
vember 27, 1967. Applicant: MAL- 
LINGER TRUCK LINE, INC., Otho, 
Iowa 50569. Applicant’s representative: 
William A. Landau, 1451 East Grand 
Avenue, Des Moines, Iowa 50306. Au- 
thority .sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Foodstuffs, from 
Fort Dodge, Iowa, to points in Minne- 
sota, Nebraska, North Dakota, and South 
Dakota. Note: If a hearing is deemed 
necessary, applicant requests it be held 
at. Washington, D.C. 

No. MC 102567 (Sub-No. 122), filed 
December 6, 1967. Applicant: EARL 
GIBBON TRANSPORT, INC., 235 Benton 
Road, Post Office Drawer 5357, Bossier 
City, La. 71010. Applicant’s representa- 
tive: Jo E. Shaw, 816 Houston First Sav- 
ings Building, Houston, Tex. 77002. Au- 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 


routes, transporting: Molasses.and feed. 


grade molasses, in bulk, in tank vehicles, 
from points in Louisiana (except those 
points within a 75-mile radius of New 
Orleans, La.), to points in Mississippi, 
Arkansas, Oklahoma, and Texas. Nore: 
If a hearing is deemed necessary, appli- 
cant requests it be held at New Orleans, 
La 


No. MC 103654 (Sub-No. 130), filed 
November 13, 1967. Applicant: SCHIR- 
MER TRANSPORTATION COMPANY, 
INCORPORATED, 1145 Homer Street, 
St. Paul, Minn. 55116. Applicant’s repre- 
sentative: Val M. Higgins, 1000 First 
National Bank Building, Minneapolis, 
Minn. 55402. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: (1) 
Petroleum and petroleum products, in 
bulk, (a) from. the Williams Brothers 
Pipe Line Co., terminal and the Kaneb 


Pipe Line Co., terminal both located at 
or near Milford, Iowa, to points in Iowa, 
Minnesota, and South Dakota, and (b) 
from the Williams Brothers Pipe Line 
Co., terminal located at or near St. 
Cloud, Minn., to points in Minnesota, 
South Dakota, North Dakota, and Wis- 
consin, (2) liquid fertilizer, in bulk, from 
points in Redwood, Renville and Brown 
Counties, Minn., to points in Iowa, Min- 
nesota, Nebraska, North Dakota, and 
South Dakota, (3) lecithin, in bulk, from 
Mankato, Minn., to points in Minnesota 
and Ohio, and (4) fertilizer and fertilizer 
ingredients, in bulk, from points in Mar- 
tin County, Minn.; to points in Iowa, 
Minnesota, North Dakota, South Dakota, 
and: Wisconsin. Note: If a hearing is 
deemed necessary, applicant requests it 
be held at Minneapolis, Minn. 

No. MC 105045 (Sub-No. 19) (Amend- 
ment), filed October 23, 1967, published 
FEDERAL REGISTER issue November 9, 1967, 
and republished as amended, this issue. 
Applicant: R, L. JEFFRIES TRUCKING 
Co., INC., 1020 Pennsylvania Street, 
Evansville, Ind. 47708. Applicant’s repre- 
sentative: Robert M. Pearce, Post Office 
Box E, Bowling Green, Ky. 42101. Au- 
thority sought to operate as a common 
carrier, by motor vehicle, over irregular 
routes, transporting: Material handling 
equipment; winches;—eompaction and 
roadmaking equipment, rollers, self- 
propelled and non-self-propelled; mo- 
bile cranes; and highway freight trailers, 
and parts, attachments, and accessories 
therefor, between thé plantsite of the 
Hyster Co. located at or near Danville, 
Kewanee, and Peoria, Ill., on the one 
hand, and; on-the other, points in Ala- 
bama, Arkansas, District of Columbia, 
Florida, Georgia, Iowa, Kansas, Ken- 
tucky, Louisiana, Maryland, Michigan, 
Mississippi, Missouri, Nebraska, Ohio, 
Oklahoma, Pennsylvania, Tennessee, 


traffic originating at or destined to the 
named plantsites. Note: The purpose of 
this republication is to reflect the change 
in the territorial scope of the applica- 
tion. If a hearing is deemed necessary, 
applicant requests it be held at Louisville, 
Ky., or Nashville, Tenn. 

No. MC 106497 (Sub-No. 40), filed De- 
cember 11, 1967. Applicant: PARKHILL 
TRUCK COMPANY, a corporation, 4219 
South Memorial Street, Tulsa, Okla. 
74152. Applicant’s representative: Tom 
B. Kretsinger, 450 Professional Building, 
Kansas City, Mo. 64106. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: (1) Material handling 
equipment, winches, compaction and 
roadmaking equipment, rollers, self- 
propelled and non-self-propelled, mobile 
cranes, and highway freight trailers, 
and (2) parts, attachments, and acces- 
sories for the commodities described in 
(1) above, between the plantsites of the 
Hyster Co. located at or near Danville, 
Kewanee, and Peoria, Ill., on the one 
hand, and, on the other, points in Ar- 
kansas, Colorado, Illinois, Indiana, Iowa, 
Kansas, Kentucky, Louisiana, Missouri 
New Mexico, Ohio, Oklahoma, Texas, 
and Wyoming restricted to the handling 
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of traffic originating at or destined to 
the named plantsites. Not: If a hearing 

is deemed necessary, applicant requests 
‘ be held at Chicago, Tll., Kansas City, 
Mo., or Washington, D.C. 

No. MC 106679 ¢Sub-No. 9), filed De- 

cember 11, 1967. Applicant: WHEELER 
FREIGHTWAYS, a corporation, 3375 
South Polaris, Las Vegas, Nev. 89102. 
Authority sought to operate as a com- 
mon carrier, by motor vehicle, over ir- 

rting: Gypsum 

(plaster- 

between points in>.Clark and 

Lincoln Counties, Nev., and points in 

Orange, Riverside, and San Bernardino 

Counties, Calif. Nore: If a hearing is 

deemed necessary, applicant requests it 

be held at Los Angeles, Calif., or Las 
Vegas, Nev. 

No. MC 107012 (Sub-No. 76) , filed De- 
cember 11, 1967. Applicant: NORTH 
AMERICAN VAN LINES, INC., Post Of- 
fice Box 988, Fort Wayne, Ind. 46901. 
Applicant’s representative: Martin A. 
Weissert (same address as applicant). 
Authority sought to operate as a com- 
mon carrier, by motor vehicle, over ir- 
regular routes, transporting: New 
industrial, institutional, technical, and 
laboratory furniture, uncrated, from 
Rochester, Minn., to points in Alabama, 
Arizona, Arkansas, California, Colorado, 
Florida, Georgia, Idaho, Iowa, Kansas, 
Louisiana, Minnesota, Mississippi, Mon- 
tana, Nebraska, Nevada, New Mexico, 
North Carolina, North Dakota, Okla- 
homa, Oregon, South Carolina, South 
Dakota, Tennessee, Texas, Utah, Vir- 
ginia, Washington, and Wyoming. Norte: 
Common control may be involved. If a 
hearing is deemed necessary, applicant 
requests it: be held at Washington, D.C., 
or Chicago, Ill. 

No. MC 107496 (Sub-No. 605), filed 
December 8, 1967. Applicant: RUAN 
TRANSPORT CORPORATION, Keo- 
sauqua at Third, Post Office Box 855, 
Des Moines, Iowa 50304. Applicant’s 
representative: H. L. Fabritz (same ad- 
dress as applicant). Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport- 
ing: Corn and corn products, from 
Atchison, Kans., and points within 5 
miles thereof to points in Indiana, Ili- 
nois, Wisconsin, Iowa, Missouri, Min- 


Moines, Iowa, or Kansas City, Mo. 
No. MC 107496 (Sub-No. 606), filed 
December 8, 1967. Applicant: RUAN 


TRANSPORT CORPORATION, Keo- - 


sauqua Way at Third, Post Office Box 
855, Des Moines, Iowa 50304. Applicant’s 
representative: H. L. Fabrits (same ad- 
dress as applicant). Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, 
ing: Dry, manufactured 
fertilizer ingredients, in bulk 
from Kansas City, Mo., to 
Kansas, Iowa, and Nebraska. 
hearing is deemed 


and 
bag, 
ts in 
Ifa 
applieant 


necessary, 
requests tt be held at Des Moines, Iowa, 
or Kansas City, Mo. 


and 
points 
Note: 


No.- MC 107496 (Sub-No. 607), filed 
December 8, 1967. Applicant: RUAN 
TRANSPORT CORPORATION, Keo- 
sauqua Way at Third, Post Office Box 
855, Des Moines, Iowa 50304. Applicant’s 
representative: H. L. Fabritz (same ad- 
dress as applicant). Authority sought 
to operate as a common carrier, 
motor vehicle, over irregular routes, 

rting: Chemicals and fertilizers, 
from Lincoln, Nebr., to points in Colo- 
rado, Iowa, Kansas, Missouri, South 
Dakota, and Wyoming. Nore: Common 
control may be involved. If a hearing is 
deemed necessary, applicant requests it 
a at Sioux City, Iowa, or Omaha, 
N 


No. MC 107496 (Sub-No. 608), filed 
December 8, 1967. Applicant: RUAN 
TRANSPORT CORPORATION, Keo- 
sauqua at Third, Post Office Box 855, 
Des Moines, Iowa 50304. Applicant’s rep- 
resentative: H. L. Fabritz (same ad- 
dress as applicant). Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport- 
ing: Anhydrous ammonia, fertilizer, and 
fertilizer ingredients, in bulk, from the 
plantsite of the United States Steel Corp. 
at or near Tilton, I1l., to points in Illinois, 


i necessary, 
applicant requests it be held at Des 
Moines, Iowa, or Pittsburgh, Pa. 

No. MC 107496 (Sub-No. 609), filed 
December 8, 1967. Applicant: RUAN 
TRANSPORT CORPORATION, Keosau- 
qua Way at Third, Post Office Box 855, 
Des Moines, Iowa 50304. Applicant’s rep- 
resentative: H. L. Fabritz (same address 
as applicant). Authority sought to oper- 
ate as a common carrier, by motor vehi- 
cle, over irregular routes, transporting: 
Liquid fertilizer solutions and liquid fer- 
tilizer compounds, from Logansport, Ind., 
and points within 10 miles thereof, to 
points in Illinois, Kentucky, Michigan, 
Ohio, and Wisconsin. Notre: Common 
control may be involved. If a hearing is 
deemed necessary, applicant requests it 
ae ee eee Coe 


No. MC 107515 (Sub-No. 598), filed 
December 11, 1967. Applicant: REFRIG- 
ERATED ‘TRANSPORTATION CO., 
INC., Post Office Box 10799 Station A, 
Atlanta, Ga. 30310. Applicant’s repre- 
sentative: B. L. Gundlach (same address 
as applicant). Authority sought to op- 
erate as @ common carrier, by motor 
vehicle, over irregular routes, transport- 
ing: ae foods and dairy products, 


No. MC 108313 (Sub-No. 10), filed 
December 10, 1967. Applicant: CALE- 
DONIA LINES, INC., Ontario, N.Y. 14519. 
Applicant’s representative: Raymond A. 
Richards, 23 West Main Street, Webster, 
N.Y, 14580. Authority sought to operate 


20907 
as @ contract carrier, by motor vehicle, 
transporting: 


on the other, Branchton, Erie, Green- 
ville, North East, Pittsburgh, Saegertown 

,» and Youngstown, Pa., 
under contract with Jones Chemicals, 
Inc. Nots: If a hearing is deemed neces- 
sary, applicant requests it be held at 
Buffalo, N.Y. 

No. MC 109497 (Sub-No. 20), filed De- 
cember 5, 1967. Applicant: A. F. COMER 
TRANSPORT SERVICE, INC., Post 
Office Box 2933, West Durham Station, 
Durham, N.C. 27705. Applicant’s repre- 
sentative: Louis Reznek, 5009 Keokuk 
Street, Washington, D.C. 20016. Author- 
ity sought to operate as a common car- 
rier, by motor vehicle, over irregular 
routes, transporting: Creosote, in bulk, 
in tank vehicles, from Chesapeake, Va., 
to points in North Carolina. Nore: If a 
hearing is deemed necessary, applicant 
requests it be held at Raleigh, N.C., or 
Washington, D.C. 

No. MC 109537 (Sub-No. 3), filed De- 
cember 11, 1967. Applicant: HERRON 
TRANSFER CO., a corporation, 1026 
Pranklin Street, Salem, Ohio 44460. Ap- 
plicant’s representative: John P. Me- 
Mahon, Suite 1800, 100 East Broad Street, 
Columbus, Ohio 43215. Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transport- 
ing: Rolling mill machinery and parts 
therefor, and equipment, materials, and 
supplies used in the manufacture, sale, 
and distribution of rolling mill machinery 
and parts therefor, between Salem, Ohio, 
on the one hand, and, on the other, points 
in Delaware, Illinois, Indiana, Michigan, 
New Jersey, New York, Ohio, Pennsyl- 
vania, and West Virginia. Nore: If a 
hearing is dee¢md- necessary, applicant 
requests it be held at Washington, D.C. 

No. MC 111545 (Sub-No. 101), filed De- 
cember 5, 1967. Applicant: HOME 
TRANSPORTATION COMPANY, INC., 


-Post Office Box 6426, Station A, Marietta, 


Ga. 30060. Applicant’s representative: 
Robert E. Born, 1425 Franklin Road SE., 
Marietta, Ga. 30060. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular.routes, transport- 
ing: (1) Heavy machinery; (2) contrac- 
tors equipment; (3) tractors (except 
truck tractors) ; (4) lift and hoist trucks; 
(5) commodities (other than those de- 
scribed in Nos. (1) through (4) above), 
which because of size or weight require 
the use of special equipment; and (6) 
parts, attachments, and accessories for 
commodities named in Nos. (1) through 
(5) above, when moving in the same 
shipment with the commodities named 
therein, between points in Georgia and 
South Carolina on the one hand, and, on 
the other, points in Florida. Nors: Appli- 
eant intends to tack at points In Georgia 
and South Carolina to provide service 
between points in Florida with its exist- 
ing Saieeee serving Illinois, Indiana, 
Towa, Kansas, Michigan, New Jersey, 
New York, Ohio, Oklahoma, Pennsyl- 
vania, Wisconsin, Delaware, Missouri, 
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Nebraska, North Carolina, Virginia, Ken- 
tucky, Tennessee, Alabama, Minnesota, 
Texas, Mississippi, Arkansas, Louisiana, 
Maryland, and the District of Columbia. 
If a hearing is deemed necessary, appli- 
cant requests it be held at Tampa, Fla. 

No. MC 114106 (Sub-No. 57) (Amend- 
ment) , filed November 15, 1967, published 
in the FepERAL REGISTER issue of Decem- 
ber 7, 1967, amended December 13, 1967, 
and republished as amended, this issue. 
Applicant: MAYBELLE TRANSPORT 
COMPANY, a corporation; Post Office 
Box 573, Lexington, N.C. 27292. Appli- 
cant’s representative: William P. Sulli- 
van, Federal Bar Building West, 1819 
H Street NW., Washington, D.C. 20006. 
Authority sought to operate as a com- 
mon carrier, by motor vehicle, over irreg- 
ular routes, transporting: Salt, in bulk, 
from points in North Carolina to points 
in North Carolina, South Carolina, and 
Georgia: Note: Applicant has contract 
carrier authority in MC 115176 Subs 1 
and 2, therefore, dual operations may be 
involved. The purpose of this republica- 
tion is to add the destination State of 
Georgia. If a hearing is deemed neces- 
sary, applicant requests it be held at 
Washington, D.C. 

No. MC 115669 (Sub-No. 80), filed 
November 13, 1967. Applicant: HOWARD 
N. DAHLSTEN, doing business as DAHL- 
STEN TRUCK LINE, Post Office Box 95, 
Clay Center, Nebr. 68933. Applicant’s 
representative: Donald L. Stern, 630 City 
National Bank Building, Omaha, Nebr. 
68102. Authority sought to operate as a 
common carrier, by motor vehicle, over 
irregular routes, transporting: (1) Lime 
and limestone products, (2) animal and 
poultry feed, and animal and poultry 
feed ingredients, and (3) animal and 
poultry health products, insecticides and 
pesticides, empty bags and other contain- 
ers, and advertising matter and pre- 
miums, when moving in mixed shipments 
with lime, limestone products, animal 
and poultry feed, and animal and poul- 
try feed ingredients, from Quincy, Il., 
and points within 5 miles thereof, to 
points in Iowa, Kansas, Minnesota, Mis- 
souri, Nebraska, and South Dakota. 
Nore: If a hearing is deemed necessary, 
— requests it be held at Omaha, 

r. 


No. MC 116564 (Sub-No. 18), filed 
November 30, 1967. Applicant: LEWIS 
W. McCURDY, doing business as Mc- 
CURDY’S TRUCKING CO., 571 Unity 
Street, Latrobe, Pa. 15650. Applicant’s 
representative: Paul F. Sullivan, 913 
Colorado Building, 1341 G Street, NW., 
Washington, D.C. Authority sought to 
operate as a contract carrier, by motor 
vehicle, over irregular routes, transport- 
ing: Malt beverages, in containers, from 
Latrobe, Pa., to points in North Carolina, 
Massachusetts, and Rhode Island, and 
empty. malt beverage containers on 
return, restricted to service performed 
under contract with Latrobe Brewing 
Co. Note: Applicant has common carrier 
authority in MC 119118 and subs there- 
under therefore, dual operations may be 
involved. If a hearing is deemed neces- 
sary, applicant requests it be held at 
Pittsburgh, Pa., or Washington, D.C. 


NOTICES 


No. MC 117686 (Sub-No. 83), filed 
December 13, 1967. Applicant: HIRSCH- 
BACH MOTOR LINES, INC., 3324 U.S. 
Highway 75 North, Post Office Box 417, 
Sioux City, Iowa 51102. Applicant’s rep- 
resentative: George L. Hirschbach (same 
address as applicant). Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transpart- 
ing: Meats, meat products, and meat 
byproducts and articles distributed by 
meat packinghouses, as described in sec- 
tions A and C of appendix I to the report 
in Descriptions in Motor Carriers Cer- 
tificates, 61 M.C.C. 209 and 766 (except 
hides and commodities in bulk, in tank 
vehicles), from Austin, Minn.; Fremont 
and Scottsbluff, Nebr.; and Huron and 
Mitchell, S. Dak., to points in Al: .ama, 
Mississippi, and Louisiana. Note: Appli- 
cant states that the above-proposed 
authority is restricted to traffic originat- 
ing at the plantsites and/or warehouse 
facilities of George A. Hormel & Co. If a 


hearing is deemed necessary, applicant’ 


does not specify a location. 

No. MC 119295 (Sub-No. 5), filed De- 
cember 11, 1967. Applicant: RAY E. 
CAGLE AND FORREST IL. CAGLE, a 
partnership, doing business as CAGLE 
BROS. TRUCKING SERVICE, Post Of- 
fice Box 14187, Maryvale Station, 59th 
Street and Buckeye Road, Phoenix, Ariz. 
85031. Applicant’s representative: Pete 
H. Dawson, 4453 East Piccadilly Road, 
Phoenix, Ariz. 85018. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport- 
ing: Fire-trol (a fire retardant), from 
Phoenix, -Ariz., to points in California, 
Colorado, Idaho, Montana, Neveda, Ore- 
gon, Utah, Washington, and Wyoming. 
Nore: If a hearing is deemed necessary, 
applicant requests it be held at Phoenix, 
Ariz. 


No. MC 119443 (Sub-No. 20), filed De- 
cember 8, 1967. Applicant: P. ~£. 
ERAMME, INC., Monroeville, N.J. Ap- 
plicant’s representative: V. Baker Smith, 
2107 Fidelity Philadelphia Trust Build- 
ing, Philadelphia, Pa. 19109. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Liquid chocolate and lig- 
uid chocolate products, in bulk, in tank 
vehicles, from Scotch Plains, NJ., to 
points in Delaware, Maryland, Pennsyl- 
vania, and Virginia. Nore: If a hearing is 
deemed necessary, applicant requests it 
be held at Washington, D.C. 

No. MC 119531 (Sub-No. 75), filed De- 
cember 7, 1967. Applicant: DIECK- 
BRADER EXPRESS, INC., 5391 Wooster 
Road, Cincinnati, Ohio 45226. Appli- 
cant’s representative: Charles W. Singer, 
33 North Dearborn Street, Suite 1625, 
Chicago, Ill. 60602. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport- 
ing: (1) Beverages, bottled and canned, 
from Cincinnati, Ohio, to points in Tili- 
nois, Indiana, Kentucky, Michigan, and 
Pennsylvania, and (2) materials and sup- 
plies used in the manufacture, sale, and 
distribution of beverages, bottled and 
canned, from points in Illinois, Indiana, 
Kentucky, Michigan, and Pennsylvania, 
to Cincinnati, Ohio. Nore: If a hearing is 


deemed necessary, applicant requests it 
be held at Washington, D.C. 

No. MC 119777 (Sub-No. 90) (Amend- 
ment), filed November 3, 1967, published 
FEDERAL REGISTER issue of November 30, 
1967, amended December 14, 1967, and 
republished . as amended, issue, 
Applicant: LIGON SPECIALIZED 
HAULER, INC., Post Office Drawer L, 
Madisonville, Ky. 42431. Applicant’s rep- 
resentative: Robert M. Pearce, Post Of- 
fice- Box E, Bowling Green, Ky. 42101. 
Authority sought to operate as a com- 
mon carrier, by motor vehicle, over ir- 
regular routes, transporting: (1) Ma- 
terial handling equipment, winches, com- 
paction and roadmaking equipment, 
rollers, self-propelled and non-self-pro- 
pelled, mobile cranes, and highway 
freight trailers, and (2) parts, attach- 
ments, and accessories for the commodi- 
ties described in (1) above, between the 
plantsites of the Hyster Co. located at 
or near Danville, Kewanne, and Peoria, 
Til., on the one-hand, and, on the other, 
points in Indiana, Kentucky, Ohio, Penn- 
sylvania, Tennessee, West Virginia, and 
the New York, N.Y., commercial zone, 
restricted to traffic originating at or 
destined to the named plantsites. Note: 
Applicant is authorized to operate as a 
contract carrier in MC 126970 Sub 1, 
therefore dual operations may be in- 
volved. The purpose of this republica- 
tion is to broaden the radial authority 
of the application. If a hearing is deemed 
necessary, applicant requests it be held 
at Louisville, Ky., or Nashville, Tenn. 

No. MC 121340 (Sub-No. 2) (Amend- 
ment), filed May 31, 1967, published in 
the FEDERAL REGISTER issues of June 22, 
1967, and_November 22, 1967, amended 
and ‘republished as amended, this issue. 
Applicant: R. LEVINGE and T. L. AL- 
LEN, JR., a partnership, doing business 
as.\L & A TRANSPORTATION COM- 
PANY, 5094 Buelow, Houston, Tex. 77023. 
Applicant’s representative: Joe G. 
Fender, 802 Houston First Savings Build- 
ing, Houston, Tex. 77002: Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 


and ‘distribution of natural gas and pe- 
troleum and their products and byprod- 
ucts; (2) machinery, equipment, ma- 
terials, and supplies used in, or in con- 
nection with, the construction, opera- 
tion, repair, servicing, maintenance, and 
dismantling of pipelines, including the 
stringing and picking up thereof, except 
the stringing and picking up of pipe in 
connection with main or trunk pipelines; 
and, (3) commodities, other than those 
described above, the transportation of 
which, because of their size or weight, 


points in Texas... Note: Applicant, which 
operates only between points in Texas, 
seeks by related proceedings in Docket 
MC-FC--69629 to purchase authority to 
physically operate between Texas and 


_ Louisiana. It is the sole purpose of the 
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subject proceeding to preserve appli- 
cant’s present interstate authority under 
its registration certificate No. 121340 
(Sub 1) by converting it to a certificate 
of convenience and necessity. No exten- 

sion of present territory or authority is 
considered to be involved. On grant of 
authority here sought, applicant would 
have canceled its certificate No. MC- 
121340 (Sub 1). The purpose of this re- 
publication is to show that proposed op- 
eration will be between points in Texas. 
If a hearing is deemed necessary, appli- 
cant requests it be held at Houston, Tex. 

No. MC 121382 (Sub-No. 2), filed Au- 
gust 4, 1967. Applicant: C. R. VON ARX 
and L. R. VON ARX, a partnership, doing 
business as RIVERVIEW TRANSPOR- 
TATION CO., Lone Redwood Road, Post 
Office Box 2365, Santa Rosa, Calif. Ap- 
plicant’s representative: Edward J. Heg- 
arty, 100 Bush Street, San Francisco, 
Calif. 94104. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: (1) 
-Lumber and forest products (excluding 
wood chips) in shipments of 20,000 
pounds or more, between points in Mon- 
terey, San Benito, Fresno, Santa Cruz, 
Santa Clara, Stanislaus, Merced, 
Madera, San Mateo, San Francisco, 
Alameda, Contra Costa, San Joaquin, 
Marin, Solano, Sacramento, Sonoma, 
Napa, Yolo, Sutter, Placer, Lake, Colusa, 
Yuba, Mendocino, Glenn, Butte, Tahama, 
Humboldt, Trinity, and Shasta Counties, 
Calif., and (2) buildings assembled and 
partially assembled (except buildings and 
buildings in sections mounted on wheeled 
undercarriages with hitch-ball connec- 
tors) and parts and materials required 
for the erection of such buildings, when 
such parts and materials move on the 
same vehicle as the building, from the 
plantsite of Speedspace Corp., located 
approximately 8 miles from Santa Rosa, 
Sonoma County, Calif., to points in 
Idaho, Montana, Nevada, Arizona, Ore- 
gon, Utah, Washington, Colorado, and 
Wyoming. Note: In connection with (1) 
above, applicant seeks to convert its 
presently held certificate of registration 
in MC 121382 (Sub-No. 1) to a certificate 
of public convenience and necessity. If 
a hearing is deemed necessary, applicant 
ee Se ee 

alif, 

No. MC 123502 (Sub-No. 21), filed De- 
cember 5, 1967. Applicant: FREE STATE 
TRUCK SERVICE, INC., 10 Vernon 
Avenue, Glen Burnie, Md. 21061. Appli- 
cant’s representative: Donald E. Free- 
man, Post Office Box 806, Westminster, 
Md, 21157. Authority sought to operate 
as a common carrier, by motor vehicle, 
over irregular routes, transporting: (1) 
Nickel scrap, in dump vehicles, from 
Johnstown, Pa., to points in Maryland, 
(2) metals and metal alloys, in dump ve- 
hicles, from Vancoram, Ohio, and Gra- 
ham, W. Va., to points in Maryland, 
Virginia, New Jersey, Delaware, Con- 
necticut, Massachusetts, and the District 
of Columbia, and (3) alloys, granular 
refractories, minerals, and ores, in dump 
vehicles, from East Liverpool, Powhatan, 
Brilliant, and Philo, Ohio, and Pitts- 
burgh, Pa., to points in Maine, Vermont, 


NOTICES 


New Hampshire; Massachusetts, Rhode 
Island, New York, Pennsylvania, Ohio, 
Indiana, Illinois, Michigan, Tennessee, 
eee Alabama, Georgia, Florida, 

orth Carolina, South Carolina, West 
vingiiie, Virginia, Maryland, Delaware, 
New Jersey, and Connecticut (except 
points within 175 miles of Pittsburgh, 
Pa., and the District of Columbia) . NoTE: 
Applicant states it could tack at Balti- 
more, Md., to enable service to points in 
Maryland, West Virginia, Virginia, Penn- 
sylvania, Delaware, New York, Connecti- 
cut, Ohio, and New Jersey. If a hearing 
is deemed necessary, applicant requests 
it be held at Washington, D.C. 

No. MC 125646 (Sub-No. 4), filed No- 
vember 28, 1967. Applicant: SAMUEL 
R. FOX, 12 Second Street, Bridgeport, 
Ohio 43912. Applicant’s representative: 
D. L. Bennett, 206 First National Bank 
Building, 2207 National Road, Wheeling, 
W. Va. 26003. Authority sought to op- 
erate as a contract carrier, by motor ve- 
hicle, over irregular routes, transporting: 
(1) Dairy store equipment and supplies 
(except commodities in bulk), from 
Worthington, Ohio, to points in Dela- 
ware, Maryland, points in that part of 
Pennsylvania (except Aliquippa, Al- 
toona, Appollo, Beaver Falls, Blairsville, 
Brownsville, Butler, Canonsburg, Kit- 
tanning, Greensburg, Jeannette, Johns- 
town, Latrobe, Charleroi, Connelsville, 
Indiana, Irwin, Mount Pleasant, Somer- 
set, Uniontown, Washington, Pa., and ex- 
cept points in Allegheny County, Pa.) ; 
points in that part of Kentucky, on, east 
or north of a line beginning at Louis- 
ville, Ky., on the Ohio River, thence along 
U.S. Highway 60 to Mount Sterling, Ky., 
thence along U.S. Highway 460 to the 
Kentucky-Virginia State line; points in 
that part of New York, on and west of a 
line beginning at Oswego, N.Y., on Lake 
Ontario, thence along U.S. Highway 104 
to its junction with U.S. Highway 11 at 
or near Mexico, N.Y., thence along US. 
Hixhway 11 to Syracuse, N.Y., thence 
aluuig New York Highway 5 to Utica, 
N.Y., thence along New York Highway 8 
to its junction with New York Highway 
17 at or near Deposit, N.Y., thence along 
New York Highway 17 to its junction 
with U.S. Highway 11 near Binghamp- 
ton, N.Y., thence along U.S. Highway 11 
to the New York-Pennsylvania State 
line; (2) paper cups, soda straws, plastic 
dishes, from Baltimore, Md., (3) flavor 
syrups, from Rochester and Victor, N.Y.; 


_and (4) meat patties, frozen, from Scran- 


ton, Pa., to Worthington, Ohio, in con- 
nection with (2). (3), amd (4) above. 
Note: Applicant states the authority 
sought herein is under contract with In- 
ternational Dairy Queen, Inc., Worthing- 
ton, Ohio. If a hearing is deemed neces- 
sary, applicant requests it be held at 
Columbus, Ohio, or Pittsburgh, Pa. 

No. MC 125708 (Sub-No. 80), filed De- 
cember .8, 1967. it: 
MAJOR, 150 Sinclair Avenue, South 
Roxana, Ill. 62087. Authority sought to 
operate as a common carrier, by motor 
vehicle, over irregular routes, transport- 
ing: Such merchandise as is dealt in by 
wholesale, retail, and chain grocery and 
food business houses, between Alabama, 
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Arkansas, Colorado, Florida, Georgia; 
Illinois, Indiana, Iowa, Kansas, Ken- 
tucky, Louisiana, Michigan, Minnesota, 
Mississippi, Nebraska, New Jersey, New 
York, North Carolina, North Dakota, 
Ohio, Oklahoma, Pennsylvania, South 
Carolina, South Dakota, Tennessee, 
Texas, Virginia, West Virginia, and Wis- 
consin on the one hand, and, on the 
other, Brentwood, Mo. Note: Applicant 
indicates tacking possibilities with pres- 
ent authority under MC 125708 and subs 
thereunder, wherein applicant is au- 

to serve points in the States 
shown above. If a hearing is deemed 
necessary, applicant requests it be held 
at St. Louis, Mo., or Springfield; Il. 

No. MC 128122 (Sub-No. 5), filed De- 
cember 8, 1967. Applicant: STATE 
TRANSPORT COMPANY, a corporation, 
Post Office Box 691, Corvallis, Oreg. Ap- 
plicant’s representative: Earle V. White, 
2400 Southwest Fourth Avenue, Portland, 
Oreg. 97201. Authority sought to operate 
as @ common carrier, by motor vehicle, 
over irregular routes, transporting: (1) 
Lumber, from points in Benton, Lane, 
Linn, Lincoln, Marion, and Polk Coun- 
ties, Oreg., to points on Coos Bay and 
Yaquina Bay, Oreg., (2) composition 
board such as particle d, chipboard, 
fiberboard and hardboard, as construc- 
tion materials (except gypsum board, 
paperboard and pulpboard), from points 
in Benton, Lane, Linn, Lincoln, Marion, 
and Polk Counties, Oreg., to points on 
Yaquina Bay and Coos Bay, Oreg., Port- 
land, Oreg.; points in Clark County, 
Wash., and Longview, Wash., and (3) 
bituminous fiber pipe and conduits, fit- 
tings, and accessories therefor moving in 
connection therewith, from Corvallis, 
Oreg., to points on Coos Bay and Yaquina 
Bay, Oreg. Note: If a hearing is deemed 
necessary, applicant requests it be held 
at Portland, 

No. MC 128814 (Sub-No. 12), filed De- 
cember 8, 1967. Applicant: TRI-STATE 
MOTOR TRANSIT CO., as Operator of 
H. MESSICK, INC., Post Office Box 113, 
Business I-44, Joplin, Mo. 64802. Appli- 


homa City, Okla. 73102. Authority sought 
to operate as a contract carrier, by motor 
vehicle, over irregular routes, transport- 
ing: Class A explosives, from the plant- 
site of Hercules, Inc., located at McAdory, 
Ala., to points in Alameda County, Calif., 
under contract with customers of Her- 
cules, Inc, Note: Applicant holds com- 
mon carrier authority in MC 109397, 
therefore dual operations may be in- 
volved. If a hearing is deemed necessary, 

applicant requests it be held at Kansas 
A Mo., Washington, D.C., or Dallas, 


a MC 128909 (Sub-No. 1) (Amend- 
merit), filed March 2, 1967, published 
FEDERAL RecisTer issues of March 23, 
1967, April 13, 1967, June 29, 1967, re- 
spectively, amended December 11, 1967, 
and republished as amended, this issue. 
Applicant: COMMODORE CONTRACT 
CARRIER, INC., 2410 Dodge Street, 
Omaha, Nebr. Applicant’s representative: 
Donald L. Stern, 630 City National Bank 
Building, Omaha, Nebr. Authority sought 
to operate as a contract carrier, by mo- 


FEDERAL REGISTER, VOL. 32, NO. 250—THURSDAY, DECEMBER 28, 1967 





20910 


tor vehicle, over irregular routes, trans- 
porting: (A) Mobile homes, house trail- 
ers designed to be drawn by passenger 
autos, and buildings, in sections mounted 
on wheeled undercarriages with hitch- 
ball connector, in initial and secondary 
movement, in towaway and truckaway 
service: (1) Between Falls City and 
North Bend, Nebr., Arlington (Shelby 
County), Tenn., Hamilton, Haleyville, 


and Red Bay, Ala., Danville, Va., and - 


Roseburg, Oreg.; (2) between Palls City, 
Nebr., on the one hand, and, on the other, 
points in Arizona, Arkansas, Colorado, 
Idaho, Illinois, Indiana; Iowa, Kansas, 
Kentucky, Louisiana, Minnesota, Mis- 
sissippi, Missouri, Montana, Nevada, 
New Mexico, North Dakota, Ohio, Okla- 
homa, Oregon, South Dakota, Tennessee, 
Texas, Utah, Washington, Wyoming, 
and Wisconsin, and ports of entry on the 
international boundary line between the 
United States and Canada, located in 
Minnesota, North Dakota, Montana, and 
Washington; (3) between North Bend, 
Nebr., on the one hand, and, on the other, 
points in Arizona, Arkansas, Colorado, 
Idaho, Illinois, Indiana, Iowa, Kansas, 
Minnesota, Missouri, Montana, Nevada, 
New Mexico, North Dakota, South 
Dakota, Oklahoma, Oregon, Utah, Ten- 
nessee, Texas, Wyoming, Washington, 
and Wisconsin, and ports of entry on the 
international boundary line between the 
United States and‘ Canada. located in 
Minnesota, North Dakota, and Montana. 


(4) Between Hamilton, Haleyville, and 
Red Bay, Ala., and Arlington (Shelby 
County),.Tenn., on the one hand, and, 
on the othér, points in Alabama, Arkan- 
sas, .Florida, Georgia, Illinois, Indiana, 
Kentucky, Louisiana, Maryland, Missis- 
sippi, Missouri, North Carolina, Ohio, 
Oklahoma, South Carolina, Tennessee, 
Texas, Virginia, and West Virginia; (5) 
between Danville, Va., on the one hand, 
and, on the other, points in Delaware, 
Georgia, Kentucky, Maryland, New Jer- 
sey, New York, North Carolina, Ohio, 
Pennsylvania, South Carolina, Tennes- 
see, West Virginia, and the District of 
Columbia; (6) between Roseburg, Oreg., 
on the one hand, and, on the other, points 


ports " of entry on the international 
boundary line between the United States 
and Canada located in Washington and 
Montana; (B) wheels, axles, and hitches, 
between points in the United States (ex- 
sept Alaska and Hawaii), on the one 
hand, and, on the other, Falls City and 
North Bend, Nebr.; Arlington (Shelby 
County), Tenn.; Hamilton, Haleyville, 
and Red Bay, Ala.; Danville, Va.; and 
Roseburg, Oreg. Restriction: All service 
included herein is to be performed un- 
der continuing contracts with the Com- 
modore Corp., Omaha, Nebr., its wholly 
owned subsidiaries and its divisions, hav- 
ing plants at the specific named points 
set out in Parts A and B above. Novz: 
The purpose of this republication is to 
more clearly set forth the commodity 
description. If a hearing is deemed nec- 
essary, applicant requests it be held at 
Omaha, Nebr. 


NOTICES 


No. MC 128909 (Sub-No. 3) ¢(Amend- 
ment), filed August 28, 1967, published 
PepveraL Recister issue September 21, 
1967, and republished as amended this 
issue. Applicant: COMMODORE CON- 
TRACT CARRIERS, INC., 2410 Dodge 
Street, Omaha, Nebr. Applicant’s repre- 
sentative: Donald L. Stern, Suite 630, City 
National Bank Building, Omaha, Nebr. 
Authority sought to operate as a contract 
carrier, by motor vehicle, over irregular 
routes, transporting: (1) Mobile homes, 
house trailers designed to be drawn by 
passenger autos, and buildings in sections 
mounted on wheeled undercarriages with 
hitch-ball connector, in initial and sec- 
ondary movement, in towaway and 
truckaway service, between Fort Worth, 
Tex., on the one hand, and, on the other, 
points in Alabama, Arizona, Arkansas, 
Colorado, Florida, Georgia, Mlinois, 
Indiana, Iowa, Kansas, Kentucky, Louisi- 
ana, Minnesota, Mississippi, Missouri, 
Nebraska, New Mexico, North Carolina, 
North Dakota, Ohio, Oklahoma, South 
Carolina, South Dakota, Tennessee, 
Utah, Virginia, West Virginia, and 
Wyoming, and (2) wheels, azles, and 
hitches, between points in the United 
States (except Alaska and Hawaii), on 
the one hand, and, on the other, Fort 
Worth, Tex., under a continuing contraet 
with the Commodore Corp., Omaha, 


Nebr. Note: The purpose of this repub-- 


lication is to more clearly set forth the 
commodity description. If a hearing is 
deemed necessary, applicant requests it 
be held at Omaha, Nebr. 

No. MC 129149 (Sub-No. 4), filed 
December 11, 1967. Applicant: ELLIS 
HAINES, doing business as HAINES 
TRUCK LINES, 995 Washington Street, 
Bushnell, Ill. 61422. Applicant’s repre- 
sentative: Robert T. Lawley, 308 Reisch 
Building, Springfield, Hil. 62701. Author- 
ity sought to operate as a contract car- 
rier, by motor vehicle, over irregular 
routes, transporting: Gravity fow wagon 
boxes, storage tanks, water tanks, and 
component parts thereof, from Bushnell, 
Ill, to points in Alabama, 
Kentucky, Mississippi, and Tennéssee, 
under contract with Bushnell, Il., Tank 
Co. Note: If a hearing is deemed neces- 
sary, applicant requests it be held at 
Springfield, Til. 

No. MC 129254 (Sub-No. 2), filed 
December 4, 1967. Applicant: E. T. 
USHER, Post Office Box 312, Chiefland, 
Fla. 32626. Applieant’s representative: 


Richard J. Brooks, Post Office Box 1531, 


Tallahassee, Fla. 32302. Authority sought 
to operate as a common carrier, by motor 
vehicle, over irregular routes, transport- 
ing: (1) Dolomite, in bulk, in dump 
vehicles, from points in Levy, Swuannee, 
and Citrus Counties, Fla., to Bainbridge, 
Ga., and (2) fertilizer and processed 
fertilizer, in bulk, in dump vehicles, from 
Bainbridge, ~~ to Branford, Fla. gd 
If a hearing is deemed necessary, 
Pplicant requests it be held at Tekan 
= Ocala, Tallahassee, or Orlando, 
No. MC 129546 (Sub-No. 2) (Amend- 
ment), filed October 5, 1967, published 
in the Prprrat Reerstrer issue of October 
319, 1967, under No. MC 128981 (Sub-No. 
2), amended December 7, 1967, and re- 


published as amended this issue. Appli- 
cant: LAND-AIR DELIVERY, INC., 413 
Lou Holland Drive, Kansas City, Mo, 
64116. Applicant’s representative: Tom 
B. Kretsinger, 450 Professional Building, 
Kansas City, Mo. 64106. Authority sought 
to operate as a contract carrier, by motor 
vehicle, over irregular routes, transport- 
ing: General commodities (except classes 
A and B explosives, household goods as 
defined by the Commission, commodities 
in bulk, and commodities requiring spe- 
cial equipment, (1) between the Munici- 
pal Mid-Continent International Air- 
port and Fairfax Airport, located within 
the Kansas City, Mo.-Kans., commercial 
zone, as defined by the Commission, on 
the one hand, and, on the other, points 
in Missouri, Kansas, and Nebraska, and 
(2) between Municipal Airport, Wichita, 
Kans., on the one hand, and, on the 
other, points in Kansas, Missouri, and 
Nebraska, restricted to the transporta- 
tion of shipments moving on air bills of 
lading and having an immediately prior 
or subsequent movement by air under a 
eontinuing contract or contracts with 
Emery Air Freight Corp., of Wilton, 
Conn. Norg: The purpose of this republi- 
cation is to show that the application has 
been amended to seek contract carrier 
rights rather than those of a common 
carrier. The amendment also eliminates 
certain states previously sought to be 
served. Common control may be involved. 
If a hearing is deemed necessary, appli- 
age pcaanar heck gee arb eames cies 

o. 

No. MC 129496 (Sub-No. 1), filed No- 
vember 29, 1967. Applicant: EARL HAL- 
LENBECE, doing business as HALLEN- 
BECK FEED & GRAIN, Rural Route No. 
1, Linwood, Kans. 66052. Applicant’s 
representative: Clyde N. Christey, 641 
Harrison Street, Topeka, Kans. 66603. 
Authority sought to operate as a con- 
tract carrier, by motor vehicle, over ir- 
regular routes, transporting: (A) Lig- 
uid fertilizer and liquid fertilizer ingre- 
dients, (1) from the warehouse and/or 
plant facilities of Vistron Chemical Co. 
at or near a point about 6 miles east of 
Webb City, Mo.; (2) from the warehouse 
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located at a point about 7 miles west of 
Lawrence, Kans., on U.S. Highway 24 
(a) to points in Nebraska located on and 
south of U.S. Highway No. 34 and on and 
east of U.S. Highway No. 81; (b) points 
in Iowa, on and south of US. Highway 
34 and on and west of U.S. Highway 71; 
and, (c) points in Missouri, located on 
and west of U.S. Highway 65 and on and 
north of U.S. Highway 54. Nore: Appli- 
cant states the authority sought herein 
will be under contract with Agricultural 
Business Co., Inc., Lawrence, Kans. If a 
hearing is deemed necessary, applicant 
requests it be held at Kansas City, Mo. 

No. MC 129532, filed November 13, 
1967. Applicant: THOMAS A. NICOLL, 
doing business as NICOLL TRANSPORT, 
320 12th Street SE., Medicine Hat, 
Alberta, Canada. Applicant’s represent- 
ative: J. J. Joyce, 1666 Boundary Road, 
Burnaby, British Columbia, Canada. 
Authority sought to operate as a con- 
tract carrier, by motor vehicle, over 
irregular routes, transporting: Feed and 
grain products, agricultural equipment, 
aluminum and pipes and sprinkling 
machines, between ports of entry on the 
international boundary line between the 
United States and Canada located in 
Washington, Idaho, and Montana, and 
points in Washington and Oregon, under 
contract with the Alberta Linseed Oil 
Co., Ltd. Nore: If a hearing is deemed 
necessary, applicant does not spécify a 
location. 

No. MC 129556 (Sub-No. 1), filed 
December 11, 1967. Applicant: WAL- 
LACE PETERSON, doing business as 
AMERICAN MOVING & STORAGE OF 
MARIN, 160 Paul Drive, San Rafael, 
Calif. Applicant’s representative: Alan 
F. Wohlstetter, 1 Farragut Square South, 
Washington, D.C. 20006. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: Household goods, as de- 
fined by the Commission, between points 
in Marin, San Francisco, Solano, Santa 
Clara, San Mateo, Alameda, Contra 
Costa, Napa, Yolo, and Sonoma Counties, 
Calif., to shipments having a) 
prior or subsequent movement beyond 
said points in containers, and further 
restricted to pickup and delivery services 
incidental to and in connection with 
packing, crating, and containerization, 
or unpacking, uncrating, and decontain- 
erization of such shipments, Note: If a 
hearing is deemed necessary, applicant 
requests it be held at San Francisce, 
Calif., or Washington, D.C. 


No. MC 129570, filed December 1,.1967. 
Applicant: GEORGIANNI TRANSPOR- 
TATION, INC., 149 North Gramercy 
Place, Los Angeles, Calif. 90004. Appli- 
cant’s representative: Herbert Cameron- 
(same address as above). Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: (a) Structural steel prod- 
ucts, from points in the Los Angeles 
Harbor, Calif, commercial zone, to 
points in Los Angeles, Orange, Riverside, 
San Bernardino, and Ventura Counties, 
Calif.; and (b) general commodities _(ex- 
cept those of unusual value, classes A 
and B explosives, household goods as de- 


NOTICES 


¢ 


fined by the Commission, commodities in 
bulk, and those requiring special equip- 
ment), from points in the destination 
territory. specified above, to points in the 
Los Angeles Harbor, Calif., commercial 
zone. Note: If a hearing is deemed neces- 
sary, applicant requests it be held at Los 
Angeles or Long Beach, Calif. 

No. MC 129572 (Sub-No. 1), filed De- 
cember 8, 1967. Applicant: GAYLE E. 
ANDERSON, 3367 South 8400 West, 
Magna, Utah 84044. Applicant’s rep- 
resentative: Irene Warr, 419 Judge 
Building, Salt Lake City, Utah 84111. 
Authority sought to operate as a contract 
carrier, by motor vehicle, over irregular 
routes, transporting: Pipe, fittings, 
valves, and supplies relative to mechani- 
cal piping applications; tubing, bar 
stock, sheet and plate metals and sup- 
plies and machinery relative to structural 
and/or machining applications, between 
points in Utah, Idaho, Wyoming, Mon- 
tana, Colorado, Arizona, New Mexico, 
Nevada, and California, under a con- 
tinuing contract with Tubular Service 
Corp. Note: If a hearing is deemed 
necessary,-applicant requests it be held 
at Salt Lake City, Utah. 

No. MC 129574, filed December 4, 1967. 
Applicant: FRANK R. CHULLINO, do- 
ing business as MIDWEST TRANS- 
PORTATION COMPANY, 2802 Avenue 
B, Council Bluffs, Iowa 51501. Applicant’s 
representative: Einar Viren, 904 City Na- 
tional Bank Building, Omaha, Nebr. 
68102. Authority sought to operate as a 
contract carrier, by motor vehicle, over 
irregular routes, transporting: Distilled 
spirits, liquors, and wine, in bottles and 
packages, from points in New York, In- 
diana, Pennsylvania, Illinois, Ohio, 
Michigan, and Kentucky, to Omaha, 
Nebr., under contract with Sterling Dis- 
tributing Co. Nore: If a hearing is 
deemed necessary, applicant requests it 
be held at Omaha, Nebr. 

No. MC 129578, filed December 7, 1967. 
Applicant: ORLANDO CARTAGE, INC., 
1700 Glendale Road, Orlando, Fla. 32808. 
Applicant’s representative: Richard J. 
Brooks, Post Office Box 1531, Tallahassee, 
Fla. 32302. Authority sought to operate as 
a common carrier, by motor vehicle, over 
irregular routes, transporting: General 
commodities (except those of unusual 
value, classes A and B explosives, house- 
hold goods as defined by the Commission, 
commodities in bulk, and commodities re- 
quiring special equipment), restricted to 
traffic having a prior movement by rail, 
from Orlando, Fla., to points in Orange, 
Lake, Marion, Volusia, Brevard, Semi- 
nole, Osceola, and Polk Counties, Fila. 
Notre: Common control may be involved. 
If a hearing is deemed necessary, appli- 
cant requests it be held at Orlando, Fla. 

No. MC 129582, filed December 8, 1967. 
Applicant: FRASCONA, INC., Post Office 
Box 728, Warren Street, New Britain, 
Conn. 06052. Applicant’s representative: 
Thomas W. Murrett, 410 Asylum Street, 
Hartford, Conn. 06103. Authority sought 
to operate as a contract carrier, by motor 
vehicle, over irregular routes, transport- 

: Cement, from Hudson, Cementon, 
Allson, Glens Falls, Howe’s Cave, and 
Ravena,—N.Y.; Copley, Cementon, and 
Nazareth, Pa.; Framingham and 
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Charlestown, Mass.; and Hoboken, N.J., 
to points in Connecticut, limited to 
transportation performed under a eon- 
tinuing contract or contracts with Sher- 
man-Tomasso Concrete, Inc. Note: If a 
hearing is deemed necessary, applicant 
requests it be held at Hartford or New 
Haven, Conn. 


MorTor CARRIER OF PASSENGERS 


No. MC 96336 (Sub-No. 2), filed No- 
vember 30, 1967. Applicant: JOHN C. 
ESTES, JR., doing business as CAVA- 
LIER TRANSPORTATION COMPANY, 
711 Hospital Street, Richmond, Va. 
23219. Applicant’s representative: Jno. 
C. Goddin, Post Office Box 1636, Rich- 
mond, Va. 23219. Authority sought to 
operate as a common carrier, by motor 
vehicle, over regular and irregular routes, 
transporting: (1) Over regular routes: 
Passengers and their baggage, mail, 
newspapers, and express in the same ve- 
hicle with passengers, between Glouces- 
ter, Mathews, and Cobbs Creek, Va., from 
Gloucester over Virginia Highway 14 to 
its junction with Virginia Highway 198, 
thence over Virginia Highway 198 to 
Mathews and Cobbs Creek and return 
over the same route, serving all inter- 
mediate points; and (2) over irregular 
routes: passengers and their baggage, in 
special and charter operations, beginning 
and ending at points in Mathews County, 
Va., and ‘extending to points in the 
United States ‘(except Alaska and 
Hawaii). Note: If a hearing is deemed 
necessary, applicant requests it be held 
at Washington, D.C., Richmond or Nor- 
folk, Va. 

No. MC 124233 (Sub-No. 4), filed No- 
vember 27, 1967. Applicant: VANCOU- 
VER ISLAND TRANSPORTATION 
COMPANY, LIMITED, doing business as 
VANCOUVER ISLAND COACH LINES, 
LIMITED, 710 Douglas Street, Victoria, 
British Columbia, Canada. Authority 
sought to operate as a common carrier, 
by motor vehicle, over irregular routes, 
transporting: (1) Passengers and their 
baggage, in round-trip charter opera- 
tions, beginning and ending at ports of 
entry on the international boundary line 
between the United States and Canada 
located in Washington, and extending to 
points in Washington, Oregon, Cali- 
fornia, Nevada, Utah, Arizona, and 
Colorado. Restriction: Charter parties 
shall originate and terminate at points 
on Vancouver Island, British Columbia, 
Canada, and (2) passengers and their 
baggage in the same vehicle with pas- 
sengers, in special operations, in round 
trip, all expense, pleasure and sightsee- 
ing tours, escorted by a person employed 
by carrier, beginning and ending at ports 
of entry on international boundary line 
between the United States and Canada 
located in Washington, and extending to 
points-in Arizona, California, Colorado, 
Nevada, Oregon, Utah, and Washington. 
Nore: Common control may be involved. 
If a hearing is deemed necessary, appli- 
cant requests it be held at Seattle, Wash. 


APPLICATIONS IN WHICH HANDLING WITH- 
OUT ORAL HEARING Has BEEN REQUESTED 


No. MC 93944 (Sub-No. 4) (amend- 
ment), filed September 14, 1967, pub- 
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lished in the Freperat REctIsTer issue of 
October 5, 1967, amended and repub- 
lished as amended, this issue. Applicant: 
DANELLA BROS., INC., 250 Diamond 
Avenue, Norristown, Pa. 19401. Appli- 
cant’s representative: Alan Kahn, 1920 
Two Penn Center Plaza, Philadelphia, 
Pa. 19102. Authority sought to operate 
as a common. carrier, by motor vehicle, 
over irregular routes, transporting: Slag, 
ore, and ferro Chromium, in dump ve- 
hicles, between points in Philadelphia 
and points in Bucks County, Pa., on the 
one hand, and, on the other, points in 
the United States east of the Mississippi 
River and points in Minnesota. Note: 
The purpose of this republication is to 
broaden the authority sought. 

No. MC 129383 (Sub-No. 1), filed De- 
cember 13, 1967. Applicant: McCARLEY 
MOVING & STORAGE COMPANY, INC., 
4245 Milgen Road, Columbus, Ga. 31907. 
Applicant’s representative: James L. 
Fiemister, 1026 Fulton Federal Building, 
Atlanta, Ga. 30303. Authority sought to 
operate as a common.carrier, by motor 
vehicle, over irregular routes, transport- 
ing: Household goods, as defined by the 
Commission, between points in Muscogee 
County, Ga., and points in Chatta- 
hoochee, Troup, Meriwether, Harris, Tal- 
bot, Upson, Taylor, Marion, Schley, 
Macon, Sumter, Webster, Stewart, Quit- 
man, Randolph, Terrell, and Clay Coun- 
ties, Ga., and Chambers, Tallapoosa, 
Macon, Lee, Russell, Bullock, and Far- 
bour Counties, Ala., restricted to ship- 
ments moving in containers and having 
an immediately prior or subsequent 
movement by rail, motor, water, or air 
and moving on through bills of lading 
of forwarders, operating under section 
402(b) (2) exemption. 


By the Commission. 


[sEAL] H. Net Garson, 
Secretary. 


[F.R. Doc. 67-15034; Filed, Dec. 27, 1967; 
8:47 a.m.] 


[Section 5a Application No. 24, Amdt. 2+] 


SAN FRANCISCO MOVERS TARIFF 
BUREAU 


Approval of Amendment to 
‘Agreement 


DECEMBER 26, 1967. 


The Commission is in receipt of a sec- 

a 5a application in the above-entitled 
for approval of an amend- 

ones to the agreement therein approved. 

Filed November 30, 1967, by: William M. 
Larimore, Agent, San Francisco Movers Tariff 
Bureau, 260 California Street, Room 309, San 
Francisco, Calif. 94111. 


The amendment involves: (1) Revision 
of the procedures for collective rate- 
making so as to make the provisions more 
definite and certain; (2) revision of the 
fees and dues.schedule; (3) compliance 


1 This amendment is filed in lieu of Amend- 
ment No. 2 filed Feb. 13, 1967, published in 
the Freprrat Recistex Apr. 4, 1967, and all 
subsequent amendments thereto for the pur- 
pose of clarifying the record and making the 
ehanges which applicant seeks to accomplish 
more understandable. 


FEDERAL REGISTER, 


with Ex Parte No. 253; (4) amends the 
internal procedures of the Bureau; and 
(5) making such other incidental 
changes made necessary by the foregoing. 

The amendment is docketed and may 
be inspected at the office of the Commis- 
sion in Washington, D.C. 

Any interested person desiring to pro- 
test and participate in this proceeding 
shall notify the Commission in writing 
within 20 days from the date of this no- 
tice. As provided by the general rules of 
practice of the Commission, persons 
other than applicants should disclose 
their interest, and the position they in- 
tend to take with respect to the applica- 
tion. Otherwise the Commission, in its 
discretion, may proceed to investigate 
and determine the matters involved 
without public hearing. 


[SEAL] H. Nei Garson, 
Secretary. 


[F.R. Doc, 67-—15039; Filed, Dec. 27, 1967; 
8:48 a.m.] 


[S.0. 994; ICC Order 4, Amdt. 2] 


CHICAGO, BURLINGTON AND 
QUINCY RAILROAD CO. 


Rerouting or Diversion of Traffic 


Upon further consideration of ICC 
Order No. 4 (Chicago, Burlington and 
Quincy Railroad Co.) and good cause ap- 
pearing therefor: 

It is ordered, That: 

ICC Order No. 4 be, and it is hereby 
amended by substituting the following 
—— (g) for paragraph (g) there- 
of: 


(g) Expiration date: This order shall 
expire at 11:59 p.m., June 30, 1968, un- 
less otherwise modified, changed, or sus- 
pended. 

It is further ordered, That this amend- 
ment shall become effective at 11:59 
p.m., December 31, 1967, and that this 
order shall be served upon the Associa- 
tion of American Railroads, Car Service 
B.vision, as agent of all railroads sub- 
scribing to the car service and per diem 
agreement under the terms of that agree- 
ment; and that it be filed with the Di- 
rector, Office of the Federal Register. 

Issued at Washington, D.C., December 
21, 1967. 

INTERSTATE COMMERCE 

CoMMISSION, 

R. D. PFAHLER, 
Agent. 
IPR. Doc. 67-15040; Filed, Dec. 27, 1967; 
8:48 am.] 


[SEAL] 


[Notice 478] 
MOTOR CARRIER ALTERNATE ROUTE 
DEVIATION NOTICES 
DECEMBER 22, 1967. 


The following letter-notices of pro- 
posals to operate over deviation routes 


‘for operating eonvenience only have been 


filed with the Interstate Commerce Com- 
mission, under the Commission’s Devia- 
tion Rules Revised, 1957 (49 CFR 211.1 
(c) (8)) and notice thereof to all in- 
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terested persons is hereby given as pro- 
Poe in such rules (49 CFR 211.1(q) 

Protests against the use of any pro- 
posed deviation route herein described 
may be filed with the Interstate Com. 
merce Commission in the manner and 
form provided in such rules (49 CFR 
211.1¢e)) at any time, but will not op- 
erate to stay commencement of the pro- 
posed operations unless filed within 39 
days from the date of publication. 

Successively filed letter-notices of the 
same carrier under the Commission’s 
Deviation Rules Revised, 1957, will be 
numbered consecutively for convenience 
in identification and protests if any 
should refer to such letter-notices by 
number. 


‘Motor CARRIERS OF PROPERTY 


No. MC 3379 (Deviation No. 10), 
SNYDER BROS. MOTOR FREIGHT, 
INC., 363 Stanton Avenue, Akron, Ohio 
443Q1, filed December 14, 1967. Carrier 
proposes to operate as a common earrier, 
by motor vehicle, of general commodities, 
with certain exceptions, over a deviation 
route as follows: Between Breezewood, 
Pa., and Frederick, Md., over Interstate 
Highway 70, for operating convenience 
only. The notice indicates that the car- 
rier is presently authorized to transport 
the same commodities, over a pertinent 
service route as follows: From Akron, 
Ohio, over U.S. Highway 224 to Deerfield, 
Ohio, thence over Alternate Ohio High- 
way 14 (formerly Ohio Highway 14) to 
junction Ohio Highway 14, thence over 
Ohio Highway 14 to the Ohio-Pennsyl- 
vania State line, thence over Pennsyl- 
vania Highway 51 to Rochester, Pa., 
thence over Pennsylvania Highway 88 to 
Pittsburgh, Pa., thence over U.S. High- 
way 30 to Breezewood, Pa., thence over 
Pennsylvania Highway 126 to Warfords- 
burg, Pa., thence over U.S. Highway 522 
to Hancock, Md., thence over US. High- 
way 40 to Frederick, Md., thence over 
U.S. Highway 240 to Washington, D.C., 
thence over U.S. Highway 1 . Pred- 
erieksburg, Va., to Pete . Va, 
thence over U.S. Highway 460 to junc- 
tion Virginia Highway 337 (formerly 
U.S. Highway 460) thence over city 
streets and connecting highways to Nor- 
folk, Va., and return over the same route. 


INC., 363 Stanton Avenue, Akron, Ohio 
44301, filed December 14, 1967. Carrier 
proposes to operate as a common carrier, 
by motor vehicle, of general eommodities, 
with certain exceptions, over a deviation 
route as follows: Between Columbus, 
Ohio, and Washington, Pa., over Inter- 
state Highway 70, for operating conven- 
ience only. The notice indicates that the 
carrier is presently authorized to trans- 
port the same commodities, over a per- 
tinent service route as follows: Between 
Columbus, Ohio, and New Stanton, Pa., 
over U.S. Highway 40. 

No. MC. 10872 (Deviation No. 11), 
BE-MAC TRANSPORT CoO.., INC., 7400 
North Broadway, St. Louis, Mo. 63147, 
filed December 14, 1967. Carrier proposes 
to operate as a common carrier, by motor 


vehicle, of general commodities, with 
1967 





certain exceptions, over a deviation 
route as follows: Between Marengo, IIL, 


and Chicago, Ill., over U.S. Highway 20, 


for operating convenience only. The no- 
tice indicates that the carrier is pres- 
ently authorized to transport the same 
commodities over a pertinent service 
route as follows: From Marento, IIL, 
over Illinois Highway 176 to Crystal Lake, 
Ill, thence over Illinois Highway 176 to 
Wauconda, Ill., thence over U.S, Highway 
12 to Chicago, Ill., and return over the 
same route. 

No. MC 30311 (Deviation No. 7) A.C.E.- 
FREIGHT, INC., Post Office Box 123, 
Northfield, Ohio 44067, filed Decem- 
ber 14, 1967. Carrier proposes to operate 
as a common carrier, by motor vehicle, 
of general commodities, with certain 
exceptions, over a deviation route as fol- 
lows: From Indianapolis, Ind., over 
Interstate Highway 70 (U.S. Highway 40 
where incomplete) to Columbus, Ohio, 
thence over Interstate Highway 71 to 
Mansfield, Ohio, and return over the 
same route, for operating convenience 


only. The notice indicates that the car- - 


rier is presently authorized to transport 
the same commodities, over pertinent 
service routes as follows: (1) From 
Youngstown, Ohio, over U.S. Highway 
422 to junction Ohio Highway 169, thence 
over Ohio Highway 169 to Warren, Ohio, 
thence over Ohio Highway 5 to Akron, 
Ohio, thence over Ohio Highway 18 to 
Medina, Ohio, thence over U.S. Highway 
42 to Mansfield, Ohio, thence over US. 
Highway 30S to Lima, Ohio, thence over 
U.S. Highway 25 to Wapakoneta, Ohio, 
thence over US. Highway 33 to St. 
Marys, Ohio, thence over Ohio Highway 
29 to the Ohio-Indiana State line, thence 
over Indiana Highway 67 to Indianapo- 
lis, Ind., thence over Indiana Highway 
34 to Crawfordsville, Ind. (also from the 
Ohio-Indiana State line over Indiana 
Highway 67 to junction unnumbered 
highway approximately 2 miles east of 
Anderson, Ind., thence over unnumbered 


NOTICES 


highway to junction Indiana Highway 
32, thence over Indiana Highway 32 to 
Crawfordsville), thence continuing over 
Indiana Highway 34 to the Indiana- 
Illinois State line, thence over Illinois 
Highway 10 to Danville, Ill., thence over 
US. Highway 150 to Peoria, Ill., and (2) 
from Youngstown, Ohio, over U.S. High- 
way 62 via Salem, Ohio, to Canton, Ohio, 
thence over Ohio Highway 8 to Akron, 
Ohio (also from Youngstown over Ohio 
Highway 18 to Akron; also from Salem 
over Ohio Highway 14 to Edinburg, Ohio, 
thence over Ohio Highway 18 to Akron), 
thence to Mansfield, Ohio, as specified in 
(1) above, thence over U.S. Highway 30N 
to Delphos, Ohio, thence over U.S. High- 
way 30 to Van Wert, Ohio, thence over 
U.S. Highway 224 to Huntington, Ind., 
thence over U.S. Highway 24 to Peoria, 
Ill, and return over the same routes. 

No. MC 59957 (Deviation No. 6), 
MOTOR FREIGHT iC. 
Post Office Box 1029, York, Pa. 17403, 
filed December 14, 1967. Carrier proposes 
to operate as a common carrier, by motor 
vehicle, of general commodities, with 
certain exceptions, over a deviation route 
as follows: From Breezewood, Pa., over 
Interstate Highway 70 to junction Inter- 
state. Highway 70S, thence over Inter- 
state Highway 70S to Washington, D.C., 
and return over the same route, for oper- 
ating convenience only. The notice indi- 
cates thatthe carrier is presently 
authorized to transport the same com- 
modities, over pertinent service routes as 
follows: From Pittsburgh, Pa., over U.S. 
Highway 30 to Ligonier, Pa., thence over 
Pennsylvania Highway 711 to Seward, 
Pa., thence over Pennsylvania High- 
way 56 to junction U.S. Highway 220, 
thence over U.S. Highway 220 to Bed- 
ford, Pa., thence over US. Highway 30 
to Lancaster, Pa., and (2) from Balti- 
more, Md., over US. Highway 140 to 
Reisterstown, Md., thence over Mary- 
land Highway 30 to Maryland-Pennsyl- 
vania State line, thence over Pennsyl- 
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vania Highway 94 to Hanover, Pa., thence 
over Pennsylvania Highway 116 to junc- 
tion U.S. Highway 30, thence over US. 
Highway 30 to York, Pa. (also from 
Baltimore over U.S. Highway 111 to 
York), thence over U.S. Highway 111 to 
junction U.S. Highway 11, thence over 
U.S. Highway 11 to Harrisburg, Pa., and 
return over the same routes. 


Motor CARRIER OF PASSENGERS 


No. MC 1515 (Deviation No. 420) (Can- 
cels Deviation No. 410), GREYHOUND 
LINES, INC. (Eastern Division), 1400 
West. Third St., Cleveland, Ohio 44113, 
filed December 12, 1967. Carrier proposes 
to operate as a common carrier, by motor 
vehicle, of passengers and their baggage, 
and express and newspapers in the same 
vehicle with passengers, over a deviation 
route as follows: From Kalamazoo, 
Mich., over U.S. Highway 131 to Grand 
Rapids, Mich., with the following access 
routes, (1) from Kalamazoo. Mich., over 
Business Route 131 to junction US. 
Highway 131, (2) from Plainwell, Mich., 
over Michigan Highway 89 to junction 
U.S. Highway 131, (3) from Martin, 
Mich., over Michigan Highway 118 to 
junction U.S. Highway 131, and (4) from 
Wayland, Mich., over unnumbered coun- 
ty highway to junction U.S. Highway 131, 
and return over the same routes, for op- 
erating convenience only. The notice in- 
dicates that the carrier is presently au- 
thorized to transport passengers and the 
same property, over a pertinent service 
route as follows: From Kalamazoo, 
Mich., over unnumbered highway (for- 
merly US. Highway 131) via Plainwell, 
Martin, and Wayland, Mich., to Grand 
— Mich., and return over the same 
route. 


By the Commission. 
[SEAL] H. Net Garson, 
Secretary 


[F-R. Doc. 67-15041; Filed, Dec. 27, 1967; 
8:48 a.m.] 
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MANUAL 


KNOW 
YOUR 
GOVERNMENT 


U.S. Government 
Organization Manual 


196¢-1968 


Presents essential information about Government agen- 
cies (updated and republished annually). 

Describes the creation and authority, organization, and 
functions of the agencies in the legislative, judicial, and 
executive branches. 

This handbook is an indispensable reference tool for 
teachers, librarians, scholars, lawyers, and businessmen 
who need current official information about the U.S, 
Government. 

The United States Government Organization Manual is 
= ae guide to the functions of the Federal Govern- 


sepoo per copy. Paperbound, with charts 
Order from Superintendent of Documents, U.S. Government 
Printing Office, Washington, D.C. 20402. 
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